A New Mueller Line of Plumbing Fittings 

THE MUELLER STAPLE LINE 



In the development of the new line of 
fittings illustrated in the following section, 
Mueller has combined the most popu- 
lar and practical features of the finest fix- 
tures with most attractive prices. Mueller 
Staple Line Fittings have quality and 
uniformity. Each piece is made with 
the same painstaking care used in the man- 
ufacture of all Mueller products for the 
past three-quarters of a century. 

The new line is adaptable. Suitable 
for the high or medium priced job, the 
products here illustrated will, in their 
simple and dignified beauty, enhance the 
charm of the most carefully planned 
modern home. Because they are most 
suitable for any installation, they offer op- 
portunities heretofore unknown. 

Under present day conditions there is 
a demand for fittings that happily unite 



satisfactory, economic service and appear- 
ance. Mueller Staple Line products ade- 
quately fulfill the requirements of the time. 
They commend themselves to those people 
who hold to the life-time standards of 
quality and simplicity and courageously in- 
sist upon the best their budgets will allow. 

In Mueller Staple Line Fittings metal 
and weight have not been unduly sacri- 
ficed. All parts are heavy castings. No 
paper-thin sheet metal substitutions are 
permitted. Renewable seats are a regular 
featurer-Vull sized stems insure strength. 
In addition, the appearance and finish of 
these fittings is such that the most critical 
can find no cause for complaint. 

The completeness of the line assures 
ability to do the whole job, large or small, 
efficiently and with utmost economy. 
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TRADE ^^iUJMMJ^M^ MARK 



POP-UP DRAIN FOR LAVATORIES 

(Patented) 



H-3678 Mueller— All metal Improved Pop-Up Drain 
with Metal knob and escutcheon and with 1'4'^ tailpiece. 
H-;i(578 has adjustments to take care of any variations in 
lavatories, either vertical or horizontal. 

Finishes: Nickel Plate or Chromium Plate. 



H-3678 



POP-UP DRAIN FOR SINKS 

(Patented) 



H.3695 Mueller— All metal Pop-Up Drain for sinks. 
Regularly equipped with V ?' tailpiece. 1'4'^ tailpiece 
upon specification. Will fit any sink regularly drilled to 
take a 2'' strainer. 

The Mueller Pop-Up Drain for kitchen sinks makes it pos- 
sible for the housewife to wash her dishes or clean vege- 
tables without the use of a pan. By the use of this drain 
it is possible to utilize the sink compartment for this pur- 
pose. 

Finishes: Nickel Plate or Chromium Plate. 



H-3695 



DEPENDABLE SINCE H 



1857 



STAPLE LINE, March 1, 1933 



^FULLY WARRANTED 



TUB-FILLER AND COMBINATION BATH 
AND SHOWER 



COMBINATION BATH AND SHOWER 

(Patented) 



OVER-THE-RIM TUB FILLER 





H-3962 

Size, inches ^ only 



H-3962 Mue)ler— Over - the - Rim Tub Filler with 
cast metal spout and escutcheons. Supply valves with four 
arm metal handles indexed H and C and cast metal es- 
cutcheons; ground joint unions and renewable seats. 
Valves 8'' center to center. 

Finishes: Nickel Plate or Chromium Plate. 



Size, inches ^ i" only 

H-3995 Mueller — Combination tub and shower fitting 
with Over-the-Rim metal spout and escutcheons, supply 
valves with index hot and cold, metal four arm handles 
and metal escutcheons. Ground joint unions and renew- 
able seats. Automatic diverter valve with metal knob and 
escutcheon. Bent arm discharge pipe with metal escutch- 
eon. A" metal shower head with adjustable ball joint. 

Finishes'. Nickel Plate or Chromium Plate. 




H-3995 



^DEPENDABLE SINCE 1 
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1857 



^FULLY WARRANTED 



BUILT-IN BATH FITTING WITH CONCEALED 

STANDING DRAIN 



WITHIN-THE-TUB SPOUT 



WITH OVER-THE-RIM SPOUT 




H-4043 

Size, inches Vi" o"'}' 

H-4043 Mueller— All metal tub filler with concealed 
standing drain. In-the-tub metal spout. Supply valves 
indexed hot and cold, metal handles and escutcheons, 
ground joint unions and renewable seats. li_>" drain reg- 
ularly furnished. Waste tee furnished with slip joint nut 
and tail piece. Also threaded l^V' outside LP. thread. 
Adjustment to take care of any variation from roughing in 
up to 21/2'^ 

Finishes: All exposed metal parts either Nickel Plate or 
Chromium Plate. 



H-4053 



Size, inches 



H-4053 Mueller— All metal tub filler with concealed 
standing drain. Over-the-Rim Spout. Supply valves in- 
dexed hot and cold, metal handles and escutcheons, ground ^ 
joint unions and renewable seats. 1 • >" drain regularly 
furnished. Waste tee furnished with slip joint nut and tail 
piece. Also threaded liy^ outside LP. thread. Adjust- 
ment to take care of any variation from roughing in up to 

Finishes: All exposed metal parts either Nickel Plate or 
Chromium Plate. 



^DEPENDABLE SINCE 1 

STAPLE LINE, March 1. 1933 



1857 



COMBINATION BATH AND SHOWER WITH 
CONCEALED STANDING DRAIN 

(Patented) 




H-4066 



Size, inches ^2'' or\\y 

H-4066 Muell€r - All metal combination tub and shower 
fitting with concealed standing drain. In-the-tub metal 
spout. Supply valves with four arm metal handles in- 
dexed hot and cold and metal escutcheons, ground joint 
unions and renewable seats. Bent arm discharge pipe with 
metal wall flange 4" metal shower head with removable 
face and adjustable ball joint. V t^rain regularly fur- 
nished. Waste tee furnished with slip joint nut and tail- 
piece, also threaded 1 ' 2'' I-P- outside thread. Adjust- 
ment to take care of any variation from roughing in up to 

Finishes: All exposed metal parts either Nickel Plate or 
Chromium Plate. 




H-4076 



Size, inches only 

H-4076 Mueller — All metal combination tub and 
shower fitting with concealed standing drain. Over-the- 
Rim metal spout. Supply valves with four arm metal 
handles indexed hot and cold, and metal escutcheons, 
ground joint unions and renewable seats. Bent arm dis- 
charge pipe with metal wall flange. 4" metal shower head 
with removable face and adjustable ball joint. 1' 2'/ drain 
regularly furnished. Waste tee furnished with slip joint nut 
and tail piece. Also threaded 1!^' I-P- outside thread. 
Adjustment to take care of any variation from roughing in 
up to 21/2''. 

Finishes: All exposed metal parts either Nickel Plate or 
Chromium Plate. 



—^ DEPENDABLE SINCE 1 
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BUILT-IN SHOWER 

(Patented) 




H-5215 Mueller — Concealed mixing valve with renew- 
able seats with metal dial plate, metal lever handle and 
inside threaded I. P. connections. The bodies of these 
valves are regularly furnished with top and bottom outlets. 
Either of^the two outlets can be used. Where one outlet 
connection only is used the other is plugged. 

Finishes: Nickel Plate or Chromium Plate. 



Size, inches 1 2'^ only 

H-5042 Mueller— All metal built-in shower fitting. 
Metal handles and metal escutcheons. Built-m valves have 
ground ioiit unions and renewable seats. Bent arm dis- 
charge pipe with cast metal wall flange. 4" cast metal 
shower head with removable face and adjustable ball ]omt. 

Finishes: Nickel Plate or Chromium Plate. 




H-5215 



MIXING VALVE 



1857 



Transposition List 

A Comparison of 

"H" Catalog Numbers 

^ and 

"G" Catalog Numbers 

applying to same articles 

THIS IS CATALOG "H' 

i No. 15625 



8-30 20M 
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^FULLY WARRANTED 



TRADE 



r 



MARK 



"H" Catalog 
Nos. 

H-900 . . . . 

H-901 

H-903 

H-905 

H-910 

H-915 .... 
H-916 .... 
H-920 . . . . 
H-921 

H-925 . . . . 
H-926 . . . . 
H-930 
H-931 

H-935 . . . . 
H.936 

H-940 . . . . 
H-941 

H-945 . . . . 
H-946 . . . . 
H-950 
H-951 

H-955 . . . . 
H-956 . . . . 
H-960 . . . . 
H-961 

H-995 . . . . 



"G" Catalog 
Nos. 



"H" Catalog 
Nos. 



G-2815 


H-1600 


G-2816 


H-1601 


None 


H-1650 


G-3611 -99000 


H-1651 


G-3619-99000 


H-1660 


None 


H-1661 


None 


H-1900 


None 


H-1901 


None 


H-1910 


None 


H-1911 


None 


H-1920 


None 


H-1921 


None 


H-1930 


None 


H-1931 


None 


H-1940 


None 


H-1941 


None 


H-1950 


None 


H-1951 


None 


H-2260 


None 


H-2265 


None 


H-2270 


None 


H-2275 


None 


H-2330 


None 


H-2331 


None 


H-2340 


None 


H-2341 


G-lOOl 


H-2350 


G-1006 


H-2351 


G-1011 


H-2360 


G-1016 


H-2361 


G-1031 


H-2370 


G-1038 


H-2371 


G-1045-99000 


H-2380 


G-1052 


H-2381 


G-1073 


H-2390 


G-1080 


H-2391 


G-1087 


H-2400 


G-1094 


H-2401 


G-1157 


H-2410 


G-1164 


H-2411 


G-1129-99000 


H-2420 


G-1171 


H-2421 


G-1178 


H-2430 


G-1185 


H-2431 


G-1192 


H-2440 


G-1301 


H-2441 


G-1315 


H-2650 


G-1329 


H-2651 


G-1352 


H-2660 


G-1364 


H-2661 


G-1371 


H-2670 


G-1378 


H-2671 


G-1385 


H-2710 


G-1392 


H-2725 


G-1392-99000 


H-3007 


None 


H-3013 


G-1392-99001 


H-3060 


G-1390 


H-3066 


None 


H-3078 


None 


H-3084 


None 


H-3096 


G-1500 


H-3102 


G-1406 


H-3108 



"G" Catalog 


"H" Cat 


Nos. 


Nos 


G-2753 


H-3110 


G-2758 


H-3114 


G-2763 


H-3120 


G-2768 


H-3148 


G-2762 


H-3153 


G-2767 


H-3176 


G-2750 


H-3182 


G-2755 


H-3186 


G-2761 


H-3190 


G-2766 


H-3212 


G-2760 


H-3218 


G-2765 


H-3296 


G-2771 


H-3304 


G-2776 


H-3308 


G-2769 


H-3354 


G-2774 


H-3360 


G-2770 


H-3424 


G-2775 


H-3430 


G-2327 


H-3442 


G-2320 


H-3448 


G-2354 


H-3610 


G-2347 


H-3615 


G-2700 


H-3617 


G-2705 


H-3620 


G-2710 


H-3625 


G-2715 


H-3630 


None 


H-3645 


None 


H-3650 


None 


H-3655 


None 


H-3660 


G-2720 


H-3665 


G-2725 


H-3668 


G-2730 


H-3670 


G-2735 


H-3671 


G-2701 


H-3673 


G-2706 


H-3675 


G-2711 


H-3680 


G2716 


H-3685 


G-2722 


H-3690 


G-2727 


H-3705 


G-2732 


H-3715 


G-2737 


H-3730 


G-2721 


H-3740 


G-2726 


H-3808 


G-2731 


H-3810 


G-2736 


H-3822 


G-2312 


H-3824 


G-2310 


H-3850 


None 


H-3855 


None 


H-3860 


G-2313 


H-3865 


G-2311 


H-3866 


G-2315 


H-3870 


G-2557 


H-3871 


G-3007 


H-3875 


G-3013 


H-3880 


G-3060 


H-3885 


G-3066 


H-3890 


G-3078 


H-3950 


G-3084 


H-3955 


G-3096 


H-3960 


G-3102 


H-3965 


None 


H-4000 



"G" Catalog 
Nos. 



DEPENDABLE SINCE ^ 



857 



TRADE yW^n, 



MARK 



"H" Catalog 
Nos. 



H- 



"G" Catalog 
Nos. 



"H" Catalog 
Nos. 



"G" Catalog 



"H" Catalog 



H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 
H- 



H- 
H- 
H- 
H- 
H- 



H-5230 



H- 
H- 
H- 



None 


H-5460 


G-4760 


;i-5470 


G-4765 


H-5480 


None 


H-5481 


None 


H-5500 


G-4770 


H-5510 


G-4775 . 


H-5515 


G-4450 


H-5520 


G-4430 . 


H-5540 


G-4350 


H-5545 


None 


H-5550 


G-4600 


H-5555 


None 


H-5580 


G-4550 


H-5585 


None 


H-5590 


None 


H-5595 


None 


H-5620 


None 


H-5630 


None 


H-5640 


None 


H-5650 


None 


H-5660 


None 


H-5670 


None 


H-5700 


None 


H-5710 


None 


H-5800 


None 


H-5810 


None 


H-5830 


None 


H-5835 


G-5902 


H-5840 


None 


H-5842 


None 


H-5846 


None 


H-5848 


None 


H-5850 


None 


H-5860 


None 


H-5865 


None 


H-5866 


None 


H-6000 


None 


H-6005 


G-5873 


H-6010 


G-5874 


H-6015 


G-5875 


H-6020 


G-5876 


H-6025 


G-5877 


H-6030 


G-5350 


H-6035 


G-5351 


H-6040 


G-5355 


H-6045 


G-5356 


H-6050 


G-5360 


H-6055 


G-5361 


H-6060 


G-5365 


H-6065 


G-5366 


H-6070 


G-5370 


H-6075 


G-5371 


H-6080 


G-5341 


H-6085 


None 


H-6090 


None 


H-6095 


G-5890 


H-6100 


G-5885 


H-6105 


G-5893 


H-6110 


G-5895 


H-6115 


G-5465 


H-6120 


G-5470 


H-6125 


G-5475 


H-6130 



Nos. 


Nos 


G-5400 


H-6135 




H-6140 




H-6145 




H-6150 


G-5500 


H-6155 


G-5510 


H-6160 


G-5515 


H-6165 




H-6170 


G-5540 


H-6175 




H-6180 


G-5545 


H-6185 




H-6190 


G-5580 


H-6195 


G-5590 


H-6200 




H-6205 


None 


H-6210 




H-6215 




H-6220 


G-5640 


H-6225 


G-5650 


H-6440 




H-6450 


G-5630 


H-6460 


G-5700 


H-6480 


G-5710 


H-6490 


G-5800 


H-6500 


G-5810 


H-6510 




H-6520 




H-6550 




H-6560 


None 


H-6620 


G-5846 


H-6740 


None 


H-6760 




H-6770 


VJ- JOUU 


H-6830 


\J-DQ\jD 


H-6850 


None 


H-7180 


None 


H-7181 


None 


H-7183 




H-7184 


None 


H-7280 


None 


H-7281 


None 


H-7283 




H-7284 


None 


H-8000 


None 


H-8005 


None 


H-8010 


None 


H-8020 




H-8025 


None 


H-8030 


None 


H-8040 


None 


H-8045 


None 


H-8050 


G-6080 


H-8060 


None " 


H-8065 


None 


H-8070 


None 


H-8100 


None 


H-8110 


None 


H-8120 


Nane 


H-8125 


None 


H-8130 


None 


H-8135 


None 


H-8140 


G-6320 


H-8145 



*G" Catalog 
Nos. 



G-6440 



G-6500 
G-6510 
G-6520 
G-6550 
G-6560 
G-6620 



6770 
6830 



G-7180 



G-7283 



G-8010 
G-8010-99004 



G-8090 

G-8030 

G-8030-99002 

G-8100 

G-8220 

G-8230 

G-8240 

None 

G-8250 

None 

G-8040 

G-8045 



857 




"H" Catalog 


"G" Catalog 


"H" Catalog 


"G" Catalog 


"H" Catalog 


"G" Catalog 


Nos. 


Nos. 


Nos. 


Nos. 


Nos. 


Nos. 


H-8150 


. G-8050 


TT 


0 c CA 


TT 1A/:7C 


VJ-lUO/j 


H-8155 


. . G-8055 


TT o c CO 


. iMone 




c\ 1 nfi7fi 

\J-xUO/0 




. G-8060 


TT O C C C 


. None 


Tjr 1AA77 


C\ infi77 
. . \jr-iUD/ / 


H-8180 


, None 


TT o c<;a 


. . iMone 


TT 1 OAAA 


n 1 9nnn 




, None 


TT o CTA 


QC7A 


TT 10AAC 


ex 1 OAA C 




, G-8190 




Q CQA 


TT 1 oni fl 


n 1 9ni n 


TT cf^nn 

H-8200 


/"» OOAA 


TT Q CAA 


n. Q con 


Tj ioni9 


ri 1 91 ni 




. . G-8210 


TT QITAA 


. Vj-oDUU 


T-i 1 9ni 


C% 1 901 




. G-8260 


TT q*;ac 


. . None 


M 1 9ni 7 


None 


TT OOTA 


. . Lr-oZ/U 


TT Q<:i A 


. . O-oOlU 


w 1 9n9rt 


fi 1 9n9n 


TT OOOA 


. . Vj-o2o0 


TT OCA A 

rl-o04U 


. . None 


Tj 1009*; 




TT o^e\f\ 


OOAA 


TT OCA 1 


JNone 


"LT 1 9AOA 




TT OOAA 

rl-o300 


/"* Q Q AA 


TT Of: AO 


. . None 


T_r 1 OAO c 






. G"-8305 


TT Q/T^ Q 


None 


W 1 0(\A.(\ 


n 1 904.0 




QQ 1 A 


TT QITAA 


. . None 


xj 190^.^ 


n_1 904S 


TT OOOA 


. . U-002U 


TT Q/:^c 


None 


T-T i9n«»n 




TT O O O A 




TT QA cn 


None 


T-I 1 9n 1 «» 






. . G-8335 


TT Q^T CI 


. . None 


T-I 1 '>(\f\Ci 


ri 1 90fio 






TT Q/:7A 


. . VJ-oD/U 


TT 19nf\S 






oo CA 
. . Ur-o3oU 


TT q/;qa 


VJ-oOoU 


T-I 1 9070 


n.i c?n7n 

. . VJ~l^U/U 




. . G-8360 


TT 071 A 


VJ-o/IU 


TT 1907*; 


C% 1907S 




Oyl OA 

. . U-o420 


TT Q7on 




TT 1 9nafv 


C\ 1 90R0 
. . VJ-X^UOU 




. . vj-o421 


TT QAAA 




TT i9n«'; 


. . VJ-X^UOJ 




G-8430 


H-9010 


G-9100 


H-12090 


G-12090 


H-8440 


G-8440 


H-9020 


G-9020 


H-12092 


G-12092-99000 


H-8450 


G-8450 


H-9030 


G-9030 


H-12095 


G-12095 


H-8460 


G-8460 


H-9040 


G-9040 


H-12100 


G-12100 


H-8470 


G-8470 


H-9045 


G-9155 


H-12110 , . 


G-12110 


H-8480 


, G-8480 


H.9050 


G-9050 


H-12115 


G-12115 


H-8490 


G-8490 


H-9055 


G-9300 


H-12120 


G-12120 


H-8500 


G-8500 


H-9060 


G-9060 


H-12125 


G-12125 


H-8520 


G-8520 


H-9070 , , 


G-9070 


H-12130 


G-12130 


H-8530 


G-8530 


H-9080 


G-9080 


H-12135 


G-12135 


H-8540 , . 


. None 


H-9090 


G-9090 


H-12140 


G-12140 


H-8542 


. None 


H-9100 


G-9010 


H-12145 


G-12145 


H-8544 


. None 


H-9500 


G-9500 


H-12150 


. . G-12150 



DEPENDABLE SINCE >^ri:^^< FULLY WARRANTED 



DETACHABLE TAPER SHANK FAUCETS 



WITH LEVER HANDLE 



WITH FOUR-ARM HANDLE 




H-1220 

Size, Inches V^'^ Va" 

Mueller Compression Sink Faucet with detachahlc 
taper shank, indexed China lever handle, indexed 
"H" and "C". When plain metal handles are 
wanted, suffix ''X" to plate numher. 
H-1220 Has plain spout and short sliank. 
H-1221 Has hose spout and short shank. 
H-1225 Has plain spout and long shank. 
H-1226 Has hose spout and long shank. 
Finislies: Chromium plate or nickel plate. 




^ ^^^^^^^^^ 



H-1227 

Size, Inches V^'^ Va 

Mueller Compression Sink Faucet with detachable 
taper shank, 4-arm brass handle with interchange- 
able China index button, indexed "Hot" and 
"Cold". 

H-1227 Has plain spout and short shank. 
H-1230 Has hose spout and short shank. 
H-1234 Has plain spout and long shank. 
H-1238 Has hose spout and long shank. 
Finishes- Chromium plate or nickel plate. 



WITH TEE HANDLE 



SELF-CLOSING— TEE HANDLE 




H-1245 

Size, Inches Va" 

Mueller Compression Sink Faucet w^ith detachable 
taper shank and tee handle. 
H-1245 Has plain spout and short sliank. 
H-1248 Has hose spout and short shank. 
H-1250 Has plain spout and long shank. 
H-1253 Has hose spout and long shank. 

Finishes: Nickel plate or rough brass. 




H-1260 

Size, Inches V2 , Va 

Mueller Self-closing Sink Faucet with detachable 
taper shank. 

H-1260 Has plain spout and short shank. 
H-1261 Has plain spout and long shank. 
Finishes: Chromium plate or nickel plate. 



The short shank faucets illustrated above measure 
51^" from end of inlet to center of spout. Long 
shank faucets measure 6J4" from end of inlet to cen- 
ter of spout. 



DEPENDABLE SINCE J 
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COMBINATION SINK FAUCETS 

(Pacific Pattern) 




H-2290 

•Size, Inches y^' only 

H-2290 Mueller Pacific Pattern Combination Sink 
Faucet with China escutcheons, four-arm China 
handles indexed "Hot" and "Cold", Yz" LP. size 
inlets and swing spout nozzle. Inlet connections, 
8" center to center. Valves measure 3" from cen- 
ter of inlet connection to face of finished wall. 
Spout measures 6^" from face of wall to center of 
spout outlet. 

Finish: All exposed metal parts chromium plate. 



DEPENDABLE SINCE ^i:irv^< FULLY WARRANTED 
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MARK 



TUB FILLERS 

(Pacific Pattern for 2" Studding) 



ALL CHINA 



ALL METAL 



H-3970 




H-3980 



Size, Inches Yi" only 

H-3970 Mueller Pacific Pattern over-the-rim tul) 
filler with China spout. Supply valves with in- 
dexed "Hot" and "Cold" four-arm China handles 
and China escutcheons. Ground joint unions on 
valve inlets. 

H-3973 Same as above except with soap dish inte-i 
gral with China spout. 

H-3976 Same as H-3970 except less spout and 
nipple. 

Finishes: All exposed metal parts chromium plate. 



Size, Inches Yi" only 

H-3980 Mueller Pacific Pattern over-the-rim tub 
filler with all metal spout. Supply valves with four- 
arm handles with interchangeable metal caps in- 
dexed "H" and "C". Ground joint unions on 
valve inlets. 

H-3983 Same as H-3980 except with China handles, 
escutcheons and spout. 

H-3986 Same as H-3980 except less spout and 
nipple. 

Finishes: All exposed metal parts chromium plate. 



DEPENDABLE SINCE > J 



1857 



^FULLY WARRANTED 



I. 



I 




• 



BUILT-IN SHOWER 

(Pacific Pattern for 2" Studding) 




H-5048 



H-5048 Mueller Pacific Pattern, Built-in Shower, 
made up of H-5275 Pacific pattern angle valves, 
and H-5420 China shower head with 4" remova- 
ble face. 

H-5049 Same as H-5048 except with H-5278 Paci- 
fic Pattern Angle Valves with metal handles and 
metal escutcheons, and H-5410 metal shower h€ad 
with 4" removable face. 

Finishes: All exposed metal parts chromium plate. 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 



I 



i 



TUB FILLER WITH DIVERTING 
VALVE 

(Pacific Pattern for 2" Studding) 




H-5120 



NON-AUTOMATIC DIVERTER 
COMBINATION 

H-5120 Mueller Pacific Pattern non-automatic di- 
vcrter combination with China shower head, China 
handles indexed "Hot" and ."Cold", China escut- 
cheons and metal spout. 

H-5125 Same as H-5120 except with China spout. 
H-5130 Same as H-5120 except with soap dish in- 
tegral with China spout. 

H-5135 Non-automatic diverter combination with 
metal shower head, metal handles and escutcheons. 

h^inishes: All exposed metal parts chromium plate. 



AUTOMATIC DIVERTER COMBINATION 

H-5140 Mueller Pacific Pattern Automatic Diver- 
ter Combination, with China shower head, four-arm 
China handles indexed "Hot" and "Cold", China 
escutcheons and metal spout. 

H-5145 Same as H-5140 except with China spout. 
H-5150 Same as H-5140 except with soap dish in- 
tegral with China spout. 

H-5155 Automatic Diverter Combination, with 
metal shower head, metal handles and escutcheons 
and metal spout. 

Finishes. All exposed metal parts chromium plate. 



DEPENDABLE SINCE ^ 



1857 



FULLY WARRANTED 



I 



MUELLER BUILT-IN VALVES 



(Pacific Pattern for 2" Studding) 






H-5270 

Size, Inches 

H-5270 Mueller Pacific Pattern straight way valve 
with deep China escutcheon with screw chMver 
slotted stem and covering cap. 
H5273 Same as above but all metal. 
Finish: Exposed parts chromium plate. 



H-5275 

Size, Inches lA" 

H-5275 Mueller Pacific Pattern corner valve with 
four-arm indexed China handle, deep China escut- 
cheon, and ground joint union coupling on inlet. 
H-5278 Same as above but all metal. 
Finish: Exposed parts chromium plate only. 



"cold" 




V 




H-5280 

Size, Inches 14" 

H-5280 Mueller Pacific Pattern by-pass valve with 
four-arm indexed China handle and deep China 
escutcheon. 

H-5283 Same as above but all metal. 

Finish: All exposed parts chromium plate only. 



H-5285 

Size, Inches 

H-5285 Mueller Pacific Pattern straight valve 
with four-arm indexed China handle and deep 
Cliina escutcheon. 

H-5288 Same as above but all metal. 

h^inish: Exposed parts Chromium plate only. 



! DEPENDABLE SINCE ^ 



MARK 



MUELLER BUILT-IN VALVES 



FOR BATH 



FOR SINK 




H-5290 

Size, Inches 

H-5290 Mueller built-in valve with set screw China 
escutcheon and indexed four-arm China liandle. 

H-5293 Same as above but with metal escutcheon 
and four-arm metal handle with interchangeable 
China index button. For 4" studding. 

Finish: Fxposed metal parts chromium plate. 




H-5295 

Size, Inches 

H-5295 Mueller under-sink control stop with tee 
handle. 

H-5296 Same as above but with iron wheel handle. 
H-5297 Same as above but with brass wheel han- 
dle. For 4" studding. 

Finishes: Rough brass body, machine finished 
stem, handle and cap. White N.P. body with fin- 
ished N.P. stem, handle and cap. 



1857 



^FULLY WARRANTED 



I 
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OUR WARRANTY 

The material and workmanship in all goods 
manufactured by this company are Fully War- 
ranted. Should any such goods prove defec- 
tive, then upon written permission for return 
of such part, a like article free of defect, will 
be furnished without charge, transportation 
paid. 

MUELLER Co. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 
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1 DEPENDABLE SINCE 



1857 



^FULLY WARRANTED 




GENERAL SPECIFICATIONS 



In editing the new "H" Catalog we have tried to 
keep in mind a vital factor in catalog compiling, 
simplicity and conciseness. In our different de- 
scription of items in our line we have eliminated 
to a great extent any unnecessary repetition and 
have tried to make this 1930 edition as compact 
as possible, at the same time remembering that the 
book is to be used as a reference book. Attention 
is therefore called to the following general speci- 
fications. 

FINISH 

Mueller Nickel Plate has long been recognized as 
superior. This superiority comes from the extreme 
care in polishing and buffing, the use of the purest 
materials, and the most up-to-date equipment and 
methods. With proper care Mueller Nickel Plate 
will give years of service. 

Mueller Chromium Plate bids fair to gain the 
same reputation as Mueller Nickel Plate. Chrom- 
ium Plate is a new development. It combines the 
lustre of platinum with the hardness of steel and is 
beautiful in appearance. Under ordinary condi- 
tions it is non-tarnishing and hence is easily kept 
bright and clean. 

It is adversely affected by hydrochloric and muriatic 
acids, which acids are found in a number of sani- 
tary compounds. Furthermore, Chromium Plate 
being new, has not had the test of time, and it re- 
mains to be seen how well it stands up over the 
years. 

Mueller Chromium Plate is applied under the best 
known methods and is second to none and Mueller 
will take advantage of any improvements that may 
come about as time moves on. 

BUILT-IN FITTINGS 

On all built-in fittings the connecting nipples be- 
tween valves are full iron pipe size brass pipe. All 



valves and parts are connected with solder and 
tested under two hundred pounds hydraulic pres- 
sure, a pressure four to five times greater than 
is ordinarily found in city systems. 



SHOWERS 

It is a recognized fact among all members of the 
Medical profession, as well as the general public 
that the ideal bath is obtained only with running 
water. "A Bath A Day The Mueller Way" is the 
soundest advice that can be given. In order to 
withstand continual usage a shower must be built 
on rigid specification from the start to the finish. 
Laboratory control and strict engineering specifi- 
cation, together with rigid testing, guarantee 
Mueller showers a long life. 

The newest trend in showers is toward the Auto- 
matic Diverter Valve recently introduced by the 
Mueller Co. The Automatic Diverter Valve as- 
sures of the flow remaining diverted to the tub 
when control valves have been shut off. This 
eliminates the danger of an unexpected shower for 
anyone not familiar with the operation of the fit- 
ting. Certainly a big item in considering Hotel 
and Apartment installations. 



TESTING 

All Mueller products are subjected to rigid tests 
from the raw material to the finished product. 
Tested under 200 pounds hydraulic pressure, any 
weakness of metal or joint will quickly make itself 
apparent. 

Throughout the Mueller plant the manufacture of 
these ''Vital Spots" of water service is a matter 
of skilled engineering and exacting craftsmanship. 
Quality is a seventy-three year old tradition. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 




MUELLER "ARTCRAFT" FITTINGS 



(Patent Pending) 




SINK COMBINATION 

H-900 Inside threads. 
H-901 Outside threads. 

Mueller '/ARTCRAFT" (all metal) sink combination 
faucet with swnig spout, indexed lever handles, re- 
movable soap dish and adjustable threaded flanges. 
14 inlet connections, 8" center to center. 

Finish: Mueller chromium plate only. 



When the beauty of modern plumbing instal- 
lation is matched by dei)endal)ility in the 
same degree— then and tlien only can it be 
called good plumbing. 

Today's demand for greater attractiveness in 
bathrooms and kitchens is an expression of 
an age grown tired of the common-place. 
This growing appreciation of beauty is desir- 
able and the Mueller Co. has taken keen 
pleasure in designing fittings that have an- 
ticipated the style trend. Designed by Muel- 
ler Craftsmen, made of Mueller Bronze, and 
plated with enduring Chromium, the fittings 
contained in the Mueller ''ARTCRAFT" 
Line, while thorouglily modern in conception 
are, in reality, an adaptation of the best in 
Colonial design. 

The illustrations on the next few pages are 
made from unretouched photographs of 
Mueller "ARTCRAFT" fittings. We have 
chosen this method of illustration in order 
that these fittings may be shown in all their 
own beauty of design, and feel that it is the 
only way that the "ARTCRAFT" Line can 
be presented to the fullest advantage. 



LAVATORY COMBINATION 

H-903 Mueller "ARTCRAFT" (all metal) double 
lavatory faucet with improved pop-up drain, tail 
piece. Valve has renewable seats. F'or center instal- 
lation on lavatory. Requires but one hole in lavatory 
slab. 114" diameter. Center of faucet to center o'f 
spout outlet 37/s". Base diameter 2y»'\ Permits maxi- 
mum use of lavatory space. 

Finish: Mueller chromium plate only. 




1 



H-903 



DEPENDABLE SINCE 



1857 



^FULLY WARRANTED I 



6 



MUELLER "ARTCRAFT" LAVATORY 
COMBINATIONS 



(Patented) 




WITH SPOUT 

H-905 Mueller ''ARTCRAFT" (all metal) 
lavatory combination with inlaid index 4-arni 
handles. Side valves have renewable seats. 
Improved pop-up drain with bronze knob. 
l%" tail piece. Spout furnished in two 
lengths; short spout for enameled iron lava- 
tories, long spout for vitreous china lava- 
tories, with hooded overflow. 

Specify whether long or short spout is de- 
sired. 

Finish: Mueller chromium plate only. 



H-905 



INTEGRAL SPOUT 

H-910 Mueller "ARTCRAFT" (all metal) 
lavatory combination for integral spout lava- 
tories with inlaid index 4-arm handles. Side 
valves have renewable seats. Improved pop- 
up drain with bronze knob. tail piece. 

Finish: Mueller chromium plate only. 




H-910 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



ROUGHING-IN MEASUREMENTS 

H-905 AND H-910 




DEPENDV^LE SINCE 1 



1857 



I^FULLY WARRANTED 



8 



MUELLER ''ARTCRAFT" TUB FILLERS 




H-915 



WITHOUT DRAIN 

Size, Inches 



H-915 Mueller "ARTCRAFT" (all metal) tub filler. 
Over-the-rini spout, inlaid index 4-arm handles. Sup- 
ply valves have ground joint unions, and renewable 
seats. 

H-916 Same as above but with integral stops. For 
construction of valves see page 22. 

Finish: Mueller chromium plate only. 



WITH POP-UP DRAIN 

(Patented) 

Size, Inches ^ 



H-920 Mueller "ARTCRAFT" (all metal) tub filler, 
with pop-up drain. Over-the-rim spout, inlaid index 
4-arm handles. Supply valves have ground joint 
unions and renewable seats. pop-up drain. 

Waste tee furnished with slip joint nut and tail 
piece. Also threaded 13^" outside LP. 



H-921 Same ?.s above but with integral stops, 
construction of valves see page 22. 



For 



H-920 and H-921 can be used only in end wall in- 
stallations. 



Finish: Mueller chromium plate only. 




H-920 



! DEPENDABLE SINCE ^ 



1857, 



^FULLY WARRANTED 



9 



ROUGHING-IN MEASUREMENTS 



H-915, H-920 



ROUGHING-IN 
MEASUREMENTS H-915 




ROUGHING-IN 
MEASUREMENTS H-920 



5 MIN. 



3 I' MAX 

2Ti"MIN' 




j DEPENDABLE SINCE j 



IS57 



^FULLY WARRANTED 




MUELLER "ARTCRAFT" TUB FILLERS 
WITH CONCEALED STANDING DRAIN 




OVER THE RIM SPOUT 

Size, Inches 5^" 

H-925 Mueller "ARTCRAFT" (all metal) tub filler with 
concealed standing drain and over-the-rim spout. Inlaid 
index 4-arm handles. Supply valves have ground joint 
unions and renewable seats, ly^" concealed standing 
drain. Waste tee furnished with slip joint nut and tail 
piece. Also threaded 1^/4" outside LP. thread. Ad- 
justment to take care of any variation in roughing-in up 
to 2/2". 

H-926 Same as above but with integral stops. For con- 
struction of valves see page 22. 

Finish: Mueller chromium plate only. 



H-925 



IN THE TUB SPOUT 

Size, Inches ^i" 

H-930 Mueller ''ARTCRAFT" (all metal) tub filler with 
concealed standing drain, and in-the-tub spout. Inlaid 
index 4-arm handles. Supply valves have ground jomt 
unions and renewable seats. 1^" concealed standnig 
drain Waste tee furnished with slip joint nut and tail 
piece. Also threaded 1^" outside LP. thread. Adjust- 
ment to take care of any variation in roughing-in up 
to 2^". 

H-931 Same as above but with integral stops. For con- 
struction of valves see page 22. 

Finish: Mueller chromium plate only. 




H-930 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 




ROUGHING-IN MEASUREMENTS 



H-925, H-930 



ROUGHING-IN 
MEASUREMENTS H-925 



3| MAX. 



MOLE 




91" MIN. 



ROUGHING-IN 
MEASUREMENTS H-930 



3|'max. 




11^ MAX. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



MUELLER ^'ARTCRAFT' COMBINATION 
TUB AND SHOWER FITTING 

WITH CONCEALED STANDING DRAIN 

(Patented) 




WITH OVER-THE-RIM SPOUT 

Size, Inches y 

H-935 Mueller ''ARTCRAFT" (all metal) comhuvdUou 
tub and shower fitting with concealed standing drain 
and over-the-rim spout. Inlaid index 4-arm handles. 
Supply valves have ground joint unions and renewa- 
ble seats. Cast bronze adjustable ball joint shower 
head with 4" removable face, complete with arm and 
set screw flange. IJ/2" concealed standing drain. 
Waste tee furnished with slip joint nut and tail piece. 
Also threaded 1^" outside LP. thread. Adjustment 
to take care of any variation in roughing in up to 2^". 



H-936 Same as above but with integral stops, 
construction of valves see page 22. 

Finish: Mueller chromium plate only. 



For 



H-935 



j DEPENDABLE SINCE ^ 



1857; 



^FULLY WARRANTED 



TRADE 



r 



MARK 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-935 



1^ HOLE 




5"MIN. 



DEPENDABLE SINCE j 



I8S7 



^FULLY WARRANTED 



TRADE yWuIfi 



% mark" 



MUELLER ^'ARTCRAFT' COMBINATION 
TUB AND SHOWER FITTING 



WITH CONCEALED STANDING DRAIN 

(Patented) 




WITH IN-THE-TUB SPOUT 

Size, Inches V2" 



H-940 Mueller "ARTCRAFT" (all metal) combination 
tub and shower fitting with concealed standing drain 
and in-the-tub spout. Inlaid index 4-arni liandles. 
Supply valves have ground joint unions and renewa- 
ble seats. Cast bronze adjustable ball joint shower 
head with 4" removable face, complete with arm and 
set screw flange. V/f concealed standing drain. 
Waste tee furnished with slip joint nut and tail piece. 
Also threaded Ij^" outside LP. thread. Adjustment 
to take care of any variation in roughing-in up to 2^". 



H-941 Same as above but with integral stops, 
construction of valves see page 22. 

Finish: Mueller chromium plate only. 



For 



H-940 



1857 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-940 




DEPENDABLE SINCE 1 



1857 



^FULLY WARRANTED 



16 



MUELLER "ARTCRAFT" COMBINATION 
TUB AND SHOWER FITTING 

(With Mixing Valve and Concealed Standing Drain) 

(Patented) 




WITH IN-THE-TUB SPOUT 

Size, Inches 1/2" Only 

H-945 Mueller "ARTCRAFT" (all metal) combination tub 
and shower fitting with mixing valve and concealed stand- 
ing drain. In-the-tub spout, inhiid index 4-arm handles. 
Supply valves to tub have ground joint unions and renewa- 
ble seats. Cast bronze adjustable ball joint shower head 
with 4" removable face, complete with arm and set screw 
flange. 1^" concealed standing drain. Waste tee furnished 
with slip joint nut and tail piece. Also threaded l^^" Out- 
side LP. thread. Adjustment to take care of any variation 
in roughing-in up to 



9 



H-945 



The Mueller Mixing Valve has exclusive features which set 
it apart from the commonplace. See sectional view and de- 
scription on page 80. 




H-946 Same as above but with integral stops. For con- 
struction of valves see page 22. 

Finish: Mueller chromium plate only. 



j DEPENDABLE SINCE ^ 



1857; 



^FULLY WARRANTED 



TRADE MuilllJ9MJzM( MARK 

ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-94S 




DEPENDABLE SINCE 1 



1857 



^FULLY WARRANTED 



MARK 



MUELLER "ARTCRAFT" COMBINATION 
TUB AND SHOWER FITTING 

(With Mixing Valve and Concealed Standing Drain) 

CPatcnted) 




WITH OVER-THE-RIM SPOUT 

Size, Inches i/^" Only 

H-950 Mueller "ARTCRAFT" (all metal) combination tub 
and shower fitting with mixing valve, concealed standing 
drain and over-the-rim spout. Inlaid index 4-arm handles. 
Supply valves to tub have ground joint unions and renewa- 
ble seats. Cast bronze adjustable ball joint shower head 
with 4" removable face, complete with arm and set screw 
flange, ly^' concealed standing drain. Waste tee furnished 
with slip joint nut and tail piece. Also threaded Ij^'' outside 
LP. thread. Adjustment to take care of any variation in 
roughing-in up to 2^". 




The Mueller Mixing Valve has exclusive features which set 
it apart from the commonplace. See sectional view and de- 
scription on page 80. 

H-951 Same as above but with integral stops. For con- 
struction of valves see page 22. 

Finish: Mueller chromium plate only. 




H-950 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-950 




j DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



MUELLER "ARTCRAFT" COMBINATION 
TUB AND SHOWER FITTING 

(With Mixing Valve, Automatic Diverter Valve and Pop-up Drain) 

(Pafoitrd) 





WITH OVER-THE-RIM SPOUT 

Size, Inches y/' Only 

H-955 Mueller "ARTCRAFT" (all metal) combination 
till) and shower fitting? with mixing valve, automatic 
diverter valve, pop-up bath drain, and over-the-rim 
spout. Inlaid index 4-arm handles. Automatic diver- 
ter valve assures of the flow remaining diverted to the 
tub when mixing valve has been shut off. Cast bronze 
adjustable ball joint shower head with 4" removable 
face, complete with arm and set screw flange. Ij^" 
pop-up bath drain. Waste tee furnished with slip 
joint nut and tail piece. Also threaded l^/^" outside 
LP. thread. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See sec- 
tional view and description on page 80. 

H-956 Same as above but with concealed screw driver 
slotted stem control valves. 

Finish: Mueller chromium plate only. 



H-955 



DEPENDABLE SINCE j 



857 



FULLY WARRANTED 



TRADE Wulff^nS^^ MARK 

ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-955 




DEPENDABLE SINCE J 



1857 



I^FULLY WARRANTED 



22 



TRADE wmnwwsm 



MUELLER ''ARTCRAFT' CONCEALED 

SHOWER 




CONCEALED SHOWER COMBINATION 

Size, Inches 5-^" Only 

H-960 Mueller "ARTCRAFT" (all metal) concealed 
shower comhination. Inlaid index 4-arm handles. 
Supply valves have ground joint unions and renewa- 
ble seats. Cast bronze adjustable ball joint shower 
head with 4" removable face, complete with arm and 
set screw flange. 




4k 



H-961 Same as above but with integral stops. For 
construction of valves see cross section below. 



Finish: Mueller chromium plate only. 



H-960 



BUILT-IN VALVE WITH INTEGRAL STOP 



H-995 Mueller "ARTCRAFT" (all metal)) built in 
valve with integral stop. Inlaid index 4-arm handle. 
Ground joint union on inlet, loose disc stem and re- 
newable seat. 

Finish: Mueller chromium plate only. 




DEPENDABLE SINCE ^ 



I857j 



^FULLY WARRANTED 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-960 




FJNISHEDWALL LINE 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 
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COMPRESSION SINK FAUCETS 



WITH HEXAGON AND OUTSIDE LP. THREAD 





Loose key and shield 
furnished on specifi- 
cation. 



Size, Liches Vs'' V2' 

H-lOOl Mueller Compression Sink Faucet with 
Hexagon and Outside LP. Thread, Tee Handle 
and Plain Spout. 

Finishes: V^" Nickel plate only. V2" and Y^" 
nickel plate, finished brass or rough nickel plate. 



Size, Inches ^" V^" 

H-1006 Mueller Compression Sink Faucet with 
Hexagon and Outside LP. Thread, Tee Handle 
and hose spout. 

Finishes: Nickel plate, finished brass, or rough 
nickel plate. 




H-1011 Mueller Compression Sink Faucet with H-1016 Mueller Compression Sink Faucet with 

Hexagon and Outside LP. Thread, Indexed China Hexagon and Outside LP. Thread, Indexed China 

Lever Handle, indexed **H" and "C" only, and plain Lever Handle, indexed "C" only, and hose spout, 

spout. When plain metal handles are wanted, When plain metal handles are wanted, suffix X to 

suffix X to plate number. plate number. 



Finish: Nickel plate only. Finish: Nickel plate only. 



1857 




COMPRESSION SINK FAUCETS 

SOLID FLANGE, INSIDE LP. THREAD 




Size, Inches .^/g" 

furnished with detachable shank. 



K2" V4" 
'2" and 



with solid shank. 

Mueller Compression Sink Faucet with Solid 
Flange, Inside LP. Thread and Tee Handle. 

H-1031 has plain spout. 

H-1038 has hose spout. (Made in ]A" and V^" 
only.) 

Finishes: Nickel plate or chromium plate. 




Solid 
China 



Size, Inches 

Mueller Compression Sink Faucet with 
Flange, Inside LP. Thread, and indexed 
Lever Handle, indexed *'H" and *'C". 
H-1045 has plain spout. 

H-1052 has hose spout. (Regularly furnished with 
China Lever Handle, indexed "C" only.) 

When plain metal handles are wanted suffix X to 
plate number. 

Finishes: Nickel plate or chromium plate. 




SOLID FLANGE, OUTSIDE LP. THREAD 




Size, Inches V/' y^" 

Mueller Compression Sink Faucet with Solid 
Flange, Outside LP. Thread and Tee Handle. 

H-1073 has plain spout. 
H-1080 has hose spout. 

Finishes: Nickel plate or chromium plate. 



Size, Inches i/^" 34" 

Mueller Compression Sink Faucet with Solid 
flange. Outside LP. Thread and China Lever 
Handle, indexed **H" and "C". 
H-1087 has plain spout. 

H-1094 has hose spout. (Regularly furnished with 
China Lever Handle, indexed ''C" only.) 

When plain metal handles are wanted suffix X to 
plate number. 

Finishes: Nickel plate or chromium plate. 



! DEPENDABLE SINCE ^ ^ 6siri«^FULLY WARRANTED 




COMPRESSION SINK FAUCETS 



DETACHABLE SHANK, LONG SLEEVE, 
ADJUSTABLE THREADED FLANGE 



DETACHABLE SHANK, ADJUSTABLE SET 
SCREW FLANGE, INTEGRAL STOP 



Size, Inches Vi" V\' 

Mueller Compression Sink Faucet with Long 
Sleeve, Adjustable Threaded Flange and Tee 
Handle. 

H-1157 has plain spout. 
H-1164 has hose spout. 

Finishes: Nickel plate or chromium plate. 



DETACHABLE SHANK, LONG SLEEVE, 
ADJUSTABLE THREADED FLANGE 




Mueller Compression Sink Faucet with Long 
Sleeve Adjustable Threaded Flange, China Lever 
Handle, indexed *'H" and "C". 



H-1171 has plain spout. 

H-1178 has hose spout. (Regularly furnished with 
Indexed China Lever Handle, "C" only.) 

When plain metal handles are wanted suffix X to 
plate number. 

Finishes: Nickel plate or chromium plate. 



Size, Inches V2" only 

Mueller Compression Sink Faucet with Adjustable 
Set Screw Flange, Integral Stop and Indexed China 
Lever Handle, indexed "H" and "C". 

H-1168 Plain Spout only. 

When plain metal handles are wanted suffix X 
to plate number. 

Finishes: Nickel plate or chromium plate. 



DETACHABLE SHANK, LONG SLEEVE, 
ADJUSTABLE THREADED FLANGE 




Mueller Compression Sink Faucet with Long 

Sleeve Adjustable Threaded Flange, 4-arm Brass 

Handle with interchangeable China Index Button, 
Indexed Hot and Cold. 

H-1185 has plain spout. 

H-1192 has hose spout. (Regularly indexed "Cold" 
only.) 

Finishes: Nickel plate or chromium plate. (Metal 
Indexed caps H. and C, furnished on H-1185 and 
H-1192 when chromium is specified.) 



1857 



(Patented) 



27 



WITH HEXAGON AND 
OUTSIDE I.P. THREAD 




Size, Inches 



H-1301 Mueller Self-closing Sink Faucet with Tee 
Handle and plain spout. 

Finishes: Nickel plate, finished brass, chromium 
plate. 



WITH DETACHABLE SHANK AND 
SOLID FLANGE— INSIDE THREAD 




H-1315 Mueller Self-Closing Sink Faucet with Tee 
Handle and Plain Spout. 

Finishes: Nickel plate or chromium plate. 



WITH DETACHABLE SHANK AND 
SOLID FLANGE— OUTSIDE THREAD 




WITH DETACHABLE SHANK AND 
LONG SLEEVE ADJUSTABLE 
THREADED FLANGE 





Size, Inches 3/^" 



V2^ 



H-1329 Mueller Self-Closing Sink Faucet with Tee 
Handle and Plain Spout. 

Finishes: Nickel plate or chromium plate. 




H-1352 Mueller Self-Closing Sink Faucet with Tee 
Handle and Plain Spout. 

Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE 1 



1857 



28 



COMPRESSION LAUNDRY TRAY 
FAUCETS 

OUTOWAY PATTERN— ADJUSTABLE BALL JOINT CAST FLANGES 





Size J/o" only Size i^" only 

H-1364 Mueller Outoway Laundry Trav Faucet, H-1371 Mueller Outowav Laundry Tray Faucet, 

Inside LP. Thread, Tee Handle and Plain Spout. Inside LP. Thread, Tee Handle and Hose Spout. 

Finishes: Nickel plate, chromium plate, finished Finishes: Nickel plate, chromium plate, finished 

brass. brass. 




Size 



only 



H-1378 Mueller Outoway Laundry Tray Faucet, 
Outside LP. Thread, Tee Handle and Plain Spout. 

Finishes: Nickel plate, chromium plate, finished 
brass. 




Size only 

H-1385 Mueller Outoway Laundry Tray Faucet, 
Outside LP. Thread, Tee Handel and Hose Spout. 

Finishes: Nickel plate, chromium plate, finished 
brass. 



j DEPENDABLE SINCE ^ 




COMPRESSION SLOP SINK FAUCETS 

(Licensed under Patent No. 1181370) 

WITH BOTTOM PAIL BRACE 




H-1400 Mueller Compression Slop Sink Fau- 
cet with Bottom Pail Brace, Pail Hook, Ad- 
justable Threaded Flanges. Adjustable Wing 
Shanks and Indexed Brass Lever Handles. 

outside LP. thread inlets. Back of 
flanges to center of spout, 8". Minimum ad- 
justment 4". Maximum adjustment 8->^". 

H-1403 same as above with Integral Stops 
in shanks. 



Finish. Nickel plate or chromium plate. 



WITH TOP PAIL BRACE 



H-1404 Mueller Compression Slop Sink Fau- 
cet with Top Pail Brace, Pail Hook, Ad- 
justable Threaded Flanges, Adjustable Wing 
Shanks with Integral Stops and Indexed 
Brass Lever Handles. outside LP. 

thread inlets. Back of flanges to center of 
spout, 8". Minimum adjustment 4". Maxi- 
mum adjustment 8«>^". 

H-1405 same as above but without integral 
stops. 

Finishes: Nickel plate or chromium plate. 




DEPENDABLE SINCE 




COMPRESSION LAUNDRY TRAY FAUCET 

(Patented) 




Size 



onlv 



H-1408 Mueller Compression Laundry Tray Faucet 
for Two Part Tray with Soap Dish, Metal Side 
Lever Handles and Swinging Hose Spout. Cen- 
ter to center of supply pipes, 3}i'\ 

H-1410 same as above without soap dish. 
Finish: White nickel plate. 




Size only 

H-1412 Mueller Compression Laundry Tray Faucet 
with Extension Spout for Three Part Tray with 
Soap Dish, Metal Side Lever Handles and 
Swinging Hose Spout. Center to center of supply 
pipes 3^4". 

H-1418 same as above without soap dish. 
Finish: White nickel plate. 




H-1420 Mueller Compression Double Laundry 
Tray Faucet for One or Two Part Tray. in- 
side LP. thread inlet connections. 

Finish: White nickel plate or nickel plate. 




H-1423 Mueller Ground Key Faucet with Hexa- 
gon and Outside LP. Thread, Brass Lever Handle 
and Plain Spout. 



Size, Inches—^", Vs'\ V2", 1", Wa' 
Finish: Nickel plate or finished brass. 



1/2", 2". 



DEPENDABLE SINCE ^ 



^FULLY WARRANTED 



TRADE wmwnTw< 




COMBINATION SINK FAUCETS 



(For Sinks with 8" Backs) 
TOP SPOUT PATTERN 

(Patented) 




Mueller All Metal Sink Combination with Swing 
Spout Indexed Brass Lever Handles. Adjust- 
able Threaded Flanges, ^" inlet connections. 8" 
center to center. 

H-1600 Inside Threads. 
H-1601 Outside Threads. 

Finishes: Nickel plate or chromium plate. 




Mueller All Metal Sink Combination with Swing 
Spout, Indexed Brass Lever Handles. Re- 
movable Metal Soap Dish, and Adjustable Threaded 
Flanges. inlet connections. 8" center to cen- 

ter. 

H-1650 Inside Threads. 
H-1651 Outside Threads. 

Finish: Chromium plate only. 




Mueller Sink Combination with Swing Spout, Re- 
movable China Soap Dish and Indexed China 
Lever Handles, Adjustable Threaded Flanges. 
nilet connections. 8" center to center. 

H-1660 Inside Threads. 
H-1661 Outside Threads. 

Finishes: Nickel plate or Chromium plate. 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 



32 



COMBINATION SINK FAUCETS 

(For Sinks With High Backs) 
BOTTOM SPOUT PATTERN 

(Patented) 




Mueller All Metal Sink Combination with Swing 
Spout, Indexed Brass Lever Handles, and 
Adjustable Threaded Flanges. K>" inlet connec- 
tions. 8" center to center, 

H-1900 Inside Threads. 
H-1901 Outside Threads. 

Finishes: Nickel plate or chromium plate. 




Mueller All Metal Sink Combination with Swing 
Spout, Indexed Brass Lever Handles, Re- 
movable Metal Soap Dish and Adjustable Threaded 
Flanges. J^" inlet connections. 8" center to cen- 
ter. 

H-1910 Inside Threads. 
H-1911 Outside Threads. 

Finish: Chromium plate only. 




Mueller Sink Combination with Swing Spout, Re- 
movable China Soap Dish, Indexed China Lever 
Handles, and Adjustable Threaded Flanges. ^2" 
inlet connections. 8" center to center. 

H-1920 Inside Threads. 
H-1921 Outside Threads. 

Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE ^ 



857 



FULLY WARRANTED 




COMBINATION SINK FAUCETS 




(For Sinks With High Backs) 
BOTTOM SPOUT PATTERN 

( Patented ) 



All Metal Combination Sink Faucet with Swing 
vT> r/-'^^''u ^S'" Handles, Switch 

• : f'l ^iV'^ ^''^^ Hanger, Hose Spray, and Ad- 
justable Threaded Flanges, y," inlet connections. 
8 center to center. 

H-1930 Inside Threads. 
H-1931 Outside Threads. 

Finishes: Nickel plate or chromium plate. 





All Metal Combination Sink Faucet with Swin- 
Spout Indexed Brass Lever Handles Re" 
movable Metal Soap Dish, Switch Valve ' ChTna 
TI?r..H.HFp'' .Spray, and Adjustable 

Threaded Flanges, y^" mlet connections. 8" cen- 
ter to center. 

H-1940 Inside Threads. 
H-1941 Outside Threads. 

Finish: Chromium plate only. 



Combination Sink Faucet with Swing Spout, Re- 
movable China Soap Dish, China Indexed Lever 
Handles, Switch Valve, China Hose Hanger, Hose 
Spray, and Adjustable Threaded Flanges k" in- 
let connections. 8" center to center. ^ ' 

H-1950 Inside Threads. 
H-1951 Outside Threads. 

Finishes: Nickel plate or chromium plate. 



34 



[■iigli»lai% MUELLER(Wi"^yM 



COMBINATION SINK FAUCETS - 

CONCEALED TYPE 

(Patented) 




Mueller all metal concealed type Combination Sink 
Faucet for enameled iron sinks. Removable metal 
soap dish, swing spout, metal indexed 4-arrn 
handles. Yi" inlet connections to floor only. 8" 
center to center. 

H-2260 With short valves for sinks with integral 
backs. 

H-2265 With long valves for sinks without backs. 
Finish: Chromium plate only. 



WITH SWITCH VALVE 



Mueller all metal concealed type Combination Sink 
Faucet for enameled iron sinks. Switch valve, 
China hose hanger, hose spray, swing spout, metal 
indexed 4-arm handles. W inlet connections to 
floor only. 8" center to center. 

H-2270 With short valves for sinks with integral 
backs. 

H-2275 With long valves for sinks without backs. 
Finish: Chromium plate only. 




DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



ADJUSTABLE COMBINATION SINK 

FAUCETS 



(Licensed under Patent No. 1181370) 




Mueller All Metal Combination Sink Faucet with 
swHig spout adjustable threaded flanges, Indeed 
brass lever handles. inlet connecVions S 

mum adjustment 4". Maximum adjustment 8^" 

H-2330 Inside Threads. 
H-2331 Outside Threads. 

Same with integral stops in shanks. 

H-2340 Inside Threads. 
H-2341 Outside Threads. 

Finishes: Nickel plate or chromium plate. 




Mueller All Metal Combination Sink Faucet with 

handl/""''''^^^'^" '^''^^ "^^^^^d '^^a^s lever 

handles, swnig spout and adjustable threaded 
A miet connections. Minimum adjust- 
Maximum adjustment 84^". 



flanges 
ment 4 



H-2350 Inside Threads. 
H-2351 Outside Threads. 

Same with integral stops in shanks. 

H-2360 Inside Threads. 
H-2361 Outside Threads. 

Finish: Chromium plate only. 



Ma^ 



Muel er Combmation Sink Faucet with China re- 
movable soap dish. China indexed lever handles 
swing spout, and adjustable threaded flanges 
mlet connections. Minimum adjustment 4'' ^ 
mum adjustment 8.>^". ' 

H-2370 Inside Threads. 
H-2371 Outside Threads. 

Same with integral stops in shanks. 

H-2380 Inside Threads. 
H-2381 Outside Threads. 

Finishes: Nickel plate or chromium plate. 



36 



ADJUSTABLE COMBINATION SINK 

FAUCETS 

(Licensed under Patent No. 118] 370) 

WITH SWITCH VALVE AND HOSE SPRAY 







Mueller All Metal Combination Sink Faucet with 
indexed brass lever handles, switch valve, Chnia 
hose hanger, hose spray, swing spout, and adjusta- 
ble threaded flanges. inlet connections. Mini- 
mum adjustment 4". Maximum adjustment 8H • 
H-2390 Inside Threads. 
H-2391 Outside Threads. 
Same with integral stops in shanks. 
H-2400 Inside Threads. 
H-2401 Outside Threads. 
Finishes: Nickel plate or chromium plate. 




Mueller All Metal Combination Sink Faucet with 
metal removable soap dish, indexed brass lever 
handles, switch valve, China hose hanger, hose 
spray, swing spout, and adjustable threaded flanges, 
i^" inlet connections. Minimum adjustment 4 . 
Maximum adjustment SYs". 
H-2410 Inside Threads. 
H-2411 Outside Threads. 

Same with integral stops in shanks. 
H-2420 Inside Threads. 
H-2421 Outside Threads. 

Finish: Chromium plate only. 




Mueller Combination Sink Faucet with removable 

China soap dish, China indexed lever handles, 

switch valve, China hose hanger, hose spray, 

swing spout, adjustable threaded flanges. i/< inlet 

connections. Minimum adjustment 4". Maximum 

adjustment 8)^". 

H-2430 Inside Threads. 

H-2431 Outside Threads. 

Same with integral stops in shanks. 

H-2440 Inside Threads. 

H-2441 Outside Threads. 

Finishes: Nickel plate or chromium plate. 



1857 



FULLY WARRANTED 




THREE-WAY COMBINATION SINK 
FAUCETS 



BOTTOM SPOUT PATTERN 

(Patented) 



Mueller All Metal Combination Three Way Sink 
Faucet for City and Soft Water. Swing spout, ad- 
justable threaded flanges, indexed brass lever 
handles, center handle 4-arm, metal indexed. ^" 
miet connections. Connections are 4" apart. 

H-2650 Inside Threads. 
H-2651 Outside Threads. 



Finishes: Nickel plate or chromium plate. 



Mueller All Metal Combination Three Way Sink 
Faucet for City and Soft Water. Swing spout re- 
movable metal soap dish, adjustable threaded 
flanges, mdexed brass lever handles. Center 
handle 4-arm, metal indexed. 3^" inlet connec- 
tions. Connections are 4" apart. 

H-2660 Inside Threads. 
H-2661 Outside Threads. 



Finish: Chromium plate only. 



Mueller Combination Three Way Sink Faucet for 
City and Soft Water. Swing spout, removable 
China soap dish, adjustable threaded flanges, in- 
dexed China lever handles. Center handle 4-arm 
China, indexed. inlet connections. Connec- 

tions are 4" apart. 



H-2670 Inside Thread. 
H-2671 Outside Thread. 



Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE 'I 



S57 



[( FULLY WARRANTED 




THREE-WAY COMBINATION SINK 

FAUCET 

(Concealed Type) 

(Patented) 

FOR SINKS WITH CAST INTEGRAL BACKS 




Mueller H-2710 All Metal Three Way Combina- 
tion Sink Faucet, concealed type. For City and 
Soft Water. Swing spout, removable metal soap 
dish, metal escutcheons, 4-arm metal indexed 
handles. inlet connections to floor only. Con- 

nections are 4" apart. 

Finish: Chromium plate only. 



i DEPENDABLE SINCE 



1857 



^FULLY WARRANTED j 




VITREOUS CHINA LAVATORY 
SOAP DISH 



(Patented) 





H-2725 



Vitreous China Pedestal Soap Dish for use on any 
lavatory. Square shank fits into square recess i"n 
aisn. iiasily removable for cleaning. 



r 



DEPENDABLE SINCf J 



1857 



^FULLY WARRANTED 



m^niJMMJzM MARK 



COMPRESSION LAVATORY FAUCETS 



MEDIUM PATTERN 




Mueller Compression Lavatory Faucet with 4-arm 
brass handle, interchangeable China index button. 

H-3007 without tail piece but with nut, cone gasket, 
and friction rings for n;" and O.D. tubing. 
H-3013 complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 

Metal indexed caps ''H" and "C" furnished when 
chromium plate is specified. 




Mueller Compression Lavatory Faucet with 4-arm 
China indexed handle. 

H-3060 without tail piece but with nut, cone gasket, 
and friction rings for A" and K>" O.D. tubing. 
H-3066 complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 



LARGE PATTERN 




Mueller Compression Lavatory Faucet with 4-arm 
brass handle with interchangeable China mdex 
button. 

H-3078 without tail piece but with nut, cone gasket, 
and friction rings for i^^r" and O.D. tubing. 
H-3084 complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 

Metal indexed caps "H" and ''C" furnished when 
chromium plate is specified. 




Mueller Compression Lavatory Faucet with 4-arm 
China indexed handle. 

H-3096 without tail piece but with nut, cone gasket, 
and friction rings for and O.D. tubnig. 
H-3102 complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE ^ 



857 



^FULLY WARRANTED 




COMPRESSION LAVATORY FAUCETS 



LARGE PATTERN WITH 
MASSIVE 4-ARM HANDLE 




Mueller Compression Lavatory Faucet with mas- 
^^dL'e'd^ca^/ ''H interchangeable metal 

H-3108 ^yithouttail piece but with nut, cone gasket 
and riction rings for and Q.D. tubing. 
W-3110 complete with nut and tail piece. 

Finish: Chromium plate only. 



MEDIUM PATTERN 



LARGE PATTERN 




Mueller Conipression Lavatory Faucet with China 
top lever, indexed handle. 

H-31 14 without tail piece but with nut, cone gas- 
ket and friction rings for ^" and O.D. tubing. 
H-3120 complete with nut and tail piece. 

When plain metal handles are wanted suffix X to 
plate number. 

Finishes: Nickel plate or chromium plate. 




Mueller Compression Lavatory Faucet with China 
top lever, indexed handle. 

H-3148 without tail piece but with nut, cone gasket 
and friction rings for and ^2" O.D. tubing. 
H-3153 complete with nut and tail piece. 

When plain metal handles are wanted suffix X to 
plate number. 

Finishes: Nickel plate or chromium plate. 



1 DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 




zW( mark" 



COMPRESSION LAVATORY FAUCETS 



MEDIUM PATTERN 




Mueller Compression Lavatory Faucet with China 
indexed side lever handle. 

H-3176 without tail piece but with nut, cone gasket 
and friction rings for iV and ^" CD. tubing. 
H-3182 complete with nut and tail piece. 
When plain metal handles are wanted suffix X to 
plate number. 

Finish: Nickel plate or chromium plate. 

LARGE PATTERN 




Mueller Compression Lavatory Faucet with China 
indexed side lever handle. 

H-3212 without tail piece but with nut, cone gasket 
and friction rings for tV and ^" CD. tubmg. 

H-3218 complete with nut and tail piece. 

When plain metal handles are wanted suffix X to 
plate number. 



Finish: Nickel plate or chromium plate. 



Horizontal Yoke connection for 
double Lavatory Faucet. 



MEDIUM PATTERN 




Mueller Compression Double Lavatory Faucet 

with China indexed side lever handles. 

H-3186 without tail piece but with nut, cone gasket 

and friction rings for and ^z^" CD. tubmg. 

H-3190 complete with nut and tail piece. 

When plain metal handles are wanted suffix X to 

plate number. 

Base diameter 2«>^". 

Finish: Nickel plate or chromium plate. 

LARGE PATTERN 





Mueller Compression Double Lavatory Faucet with 

China indexed side lever handles. 

H-3296 without tail piece but with nut, cone gasket 

and friction rings for and ^2;' O.D. tubmg. 

H-3304 complete with nut and tail piece. 

H-3308 Detachable Union Hose Connection (not 

illustrated). 

Base diameter 2ii". 

When plain metal handles are wanted suffix X to 
plate number. 

Finish: Nickel plate or chromium plate. 



Vertical Yoke connection foi' double 
Lavatory Faucet. 



(Patented) 

Vertical furnished unless otherwise specified 



^FULLY WARRANTED 




SELF-CLOSING LAVATORY FAUCET 



(Patented) 



ROLLER-BEARING 




Mueller Self-Closing Faucets require but little more 
effort to operate than ordinary compression work 
and on this account their use is not objectionable. 

The closing of Mueller Self-Closing Faucets is 
actuated by a phosphor-bronze spring (A) which 
has permanent elasticity. The tension of this 
spring will close against 175 pounds pressure, yet 
it is easily operated due to a roller bearing con- 
struction (B). This consists of two right and two 
left, slightly inclined, spiral tracks, and a set of 
three rollers. One of the tracks is cast in a recess 
in the handle and the other on the top of the body 
cap. These tracks are smoothed and perfectly 
formed by being subjected to a tremendous pres- 
sure which also hardens the metal. The rollers 
are made of nickel metal and operate on strong 
axles which are permanently attached to a retain- 
ing ring. The rollers are broad and have full 
bearing on the tracks and as the tracks and rollers 



are made of different metals, wear and friction is 
reduced to the minimum. 

As the roller bearings are so vital, we have pro- 
tected them by providing check lugs (C) on the 
body cap and inside the handle, so located as to 
allow a full opening of the faucet. When these 
lugs mesh, rotation of the handle is stopped and 
the rollers are saved from any undue strain. 

Means are provided for taking up any wear on the 
seat washer, thus eliminating lost motion in the 
handle. When replacing a seat washer, it is only 
necessary to unscrew the body cap, which releases 
all the working parts in one assembled unit (D). 

All Mueller Self-Closing Faucets are tested under 
two hundred pounds hydraulic pressure, 4 to 5 
times the pressure to which they will be subjected 
in ordinary use. 



as 



SELF-CLOSING LAVATORY FAUCETS 



(Patented) 



WITH FOUR-ARM HANDLE 




Mueller Self-Closing Lavatory Faucet with roller 
bearing 4-arm brass handle with interchangeable 
China index button. 

H-3354 without tail piece l)ut with nut cone gasket 
and friction rings for ,V' and 0,D. tubing. 
H-3360 complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 



WITH LEVER HANDLE 



Mueller Self-Closing Lavatory Faucet with Roller 
Bearing China Index Top Lever Handle. 

H-3424 without tail piece but with iiut cone gasket 
and friction rings for and O.D. tubing. 

H-3430 complete with nut and tail piece. 

H-3442 with plain brass lever handle and plain 
metal cap. Without tail piece but with nut, cone 
gasket and friction rings for i\ and U.U. 
tubing. 

H-3448 with plain brass handle and plain metal 
cap. Complete with nut and tail piece. 

Finishes: Nickel plate or chromium plate. 




I DEPENDABLE SINCE^ 



1857 



^FULLY WARRANTED 




LAVATORY COMBINATION WITH POP-UP 

DRAIN 

(Patented) 



ALL METAL 




Mueller H-3610 All Metal Lavatory Combination 
with metal 4-arm indexed handles, escutcheons and 
spout. Side valves have renewable seats. Im- 
proved pop-up drain with metal knob. W^" tail 
piece. Spout furnished in two lengths — short 
spout for enameled iron lavatories — long spout for 
vitreous China lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: Chromium plate only. 



H-3610 



ALL CHINA 



Mueller H-361 5 Lavatory Combination with 4-arm 
China indexed handles, China escutcheons and 
China Spout. Side valves have renewable seats. 
Improved pop-up drain with China knob. 1^" 
tail piece. Spout furnished in two lengths — short 
spout for enameled iron lavatories — long spout for 
Vitreous China lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 




H-3615 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



46 



TRADE 



MARK 



LAVATORY COMBINATION WITH POP-UP 

DRAIN 

(Patented) 



METAL SPOUT 




Mueller H-3617 Lavatory Combination with 4-arm 
China indexed handles, and China escutcheons and 
brass spout. Improved pop-up drain with metal 
knob. Side valves have renewable scats. 1^4" 
tail piece. Spout furnished in two lengths — short 
spout for enameled iron lavatories — long spout for 
Vitreous China lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 



H-3617 



WITH SOAP DISH 



Mueller H-3620 Lavatory Combination with 4-arm 
China indexed handles and China escutcheons. 
China spout and China soap dish cast integral. 
Side valves have renewable seats. Improved pop- 
up drain with China knob. 1%" tail piece. Spout 
furnished in two lengths — short spout for enameled 
iron lavatories — long spout for Vitreous China 
lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 




H-3620 



TRADE ^^lUJMMJ.-W MARK 



LAVATORY COMBINATION WITH POP-UP 
DRAIN FOR INTEGRAL SPOUT 
LAVATORIES 

(Patented) 




H-3625 



ALL METAL 

Mueller H-3630 Lavatory Combination with pop-up 
drain for intej?ral spout lavatories. Metal 4-arm 
indexed handles, and brass escutcheons. Side 
valves have renewable seats. Improved pop-up 
drain with metal knob. 1%" tail piece. 

Finish: All exposed metal parts chromium plate 
only. 



ALL CHINA 

Mueller H-3625 Lavatory Combination with pop-up 
drain for integral spout lavatories. China 4-arm 
nidexed handles and China escutcheons. Side 
valves have renewable seats. Improved pop-up 
drain with China knob and escutcheon. 1J4" tail 
piece. 



Finish: All exposed metal parts chromium plate 
only. 




H-3630 



857 



^FULLY WARRANTED 




LAVATORY COMBINATIONS 

(Patented) 




Mueller H-3645 Lavatory Combination with pedes- 
tal China soap dish and brass spout. China 4-arm 
indexed handles, China escutcheons, plug and chain, 
and solid rubber stopper. Side valves have renewa- 
ble seats. Spout furnished in two lengths — short 
spout for enameled iron lavatories — long spout for 
Vitreous China lavatories with hooded overflow. 

H-3650 same as above less soap dish. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 



H-3645 



Mueller H-3655 Lavatory Combination with pop- 
up drain and ice water connection to wall. China 
indexed 4-arni handles, escutcheons and spout. 
Self-closing ice water valve. Side valves have re- 
newable seats. 1%" tail piece. Spout furnished 
in two lengths — short spout for enameled iron 
lavatories — long spout for Vitreous China lavatories 
with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 




H-3655 



j DEPENDABLE SINCE ^ 



1857 



FULLY WARRANTED 




LAVATORY COMBINATIONS 

(Patented) 




ALL METAL WITH PUSH BUTTON 
ICE WATER FAUCET IN SPOUT 

Mueller H-3660 All Metal Lavatory Combination 
with metal 4-arm indexed handles, metal escut- 
cheons and push button ice water faucet in spout. 
Side valves have renewable seats. Improved pop- 
up drain with metal knob, l^^" tail piece. Spout 
furnished in two lengths — short spout for enameled 
iron lavatories— long spout for Vitreous China 
lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed parts chromium plate only. 



H-3660 



ALL CHINA WALL CONNECTED 

Mueller H-3665 Lavatory Combination with con- 
trol valves in wall above lavatory. 4-arm China 
indexed handles, China escutcheons and China 
spout. Wall valves have renewable seats. Im- 
proved pop-up drain with China knob. 1^4" tail 
piece. Spout furnished in two lengths — short spout 
for enameled iron lavatories — long spout for 
Vitreous China lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed parts chromium plate only. 




H-3665 



DEPENDABLE SINCE 1 



1857 



m.imjaMJM mark 



LAVATORY COMBINATIONS 



(Patented) 



WITH SELF-CLOSING SUPPLY VALVES 




H-3668 



Mueller H-3668 all metal lavatory combination 
with self-closing control valves, 4-arni indexed 
handles, escutcheons, spout and improved pop-up 
drain with metal knob. Spout furnished m two 
lengths — short spout for enameled iron lavatories — 
long spout for vitreous china lavatories with 
hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 




H-3670 



Mueller H-3670 Double lavatory faucet with pop- 
up drain. Indexed China lever handles and Chma 
pop-up knob. 

Finishes: H-3670 nickel plate or chromium plate. 

H-3671 same as H-3670 but with metal knob and 
indexed brass lever handles. 

Base diameter 2^^'\ 

Finish: H-3671 chromium plate only. 




Mueller H-3673 Lavatory combination with mix- 
ing valve in wall above lavatory. China wall plate 
and China handle. China spout and improved pop- 
up drain with China knob. 1^4" tail piece. Spout 
furnished in two lengths— short spout for enameled 
iron lavatories — long spout for vitreous China 
lavatories with hooded overflow. 

Specify whether long or short spout is desired. 

Finish: All exposed metal parts chromium plate 
only. 



H-3673 



DEPENDABLE SINCE >1 



1857 



r < FULLY warranted" 




POP-UP DRAIN FOR LAVATORIES 

(Patented) 




H-3675 



Mueller H-3685 Through-the-back Pattern pop-up 
drain with China indexed lever handle and China 
escutcheon. Equipped with V/^' tail piece. Ad- 
justments to take care of any variation in lavatories. 

Finishes: H-3685 Chromium plate or nickel plate. 

H-3690 Same as H-3685 hut with metal lever 
handle and metal escutcheon. 

Finish: H-3690 Chromium plate only. 



Mueller H-3675 Improved pop-up drain with China 
knob and escutcheon with lli" tail piece. H-3675 
has adjustments to take care of any variations in 
lavatories either vertical or horizontal. 

Finishes: H-3675 Chromium plate or nickel plate. 

H-3680 Same as H-3675 but with metal knob and 
escutcheon. 

Finish: H-3680 Chromium plate only. 



WITH LEVER HANDLE THROUGH 
BACK OF LAVATORY 




H-3685 



! DEPENDABLE SINCE ^ 



1857 



E 



FULLY WARRANTED 
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COMBINATION SHAMPOO FITTINGS 

(Patented) 

FOR BARBER SHOP AND BEAUTY PARLOR 



FOR USE WITH POP-UP DRAIN 




Mueller H-3705 Combination Shampoo Fitting 
with Switch Valve Hose Spray, and swing spout. 
Hook provided for hose sprav when not in use. 
Regularly furnished with ^ I. P. ground joint 
tail pieces. Switch valve has metal knob and con- 
trol valves have indexed brass lever handles. 

Finishes: Nickel plate or chromium plate. 



H-3705 



FOR USE WITH PLUG AND CHAIN 



Mueller H-3715 Combination Shampoo Fitting 
with switch valve hose spray, and swing spout. 
Hook provided for hose spray when not in use. 
Regularly furnished with }i" LP. ground joint tail 
pieces. Switch valve has metal knob and control 
valves have indexed brass lever handles. 

Finishes. Nickel plate or chromium plate. 




H-3715 



DEPENDABLE SINCE J 
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^FULLY WARRANTED 
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SHAMPOO AND PANTRY FAUCETS 



DOUBLE LAVATORY FAUCET 
With Shampoo Attachment 

(Patented) 



SELF-CLOSING PANTRY FAUCET 
(Patented) 



















i 







H-3740 

Mueller Compression Double Lavatory Shanipoo Combi- 
nation with switch valve and hose spray. Metal pop-up 
knob and brass lever handles. 

H-3730 Without tail pieces but with nuts, cone gaskets 
and friction rings for 7-10 and ^2" O.D. tubing. 

H-3740 Complete with nuts and tail pieces. 
Finishes: Nickel Plate or Chromium Plate. 



H-3760 

Mueller Self-closing Pantry Faucet with four arm brass 
handle, interchangeable china index button. 

H-3750 Without tailpiece, but with nut, cone gasket and 
friction rings for 7-10 and ^ 2" O.D. tubing. 

H-3760 Complete with nut and tailpiece. 

Finishes: Nickel Plate or Chromium Plate. 



857 




COMPRESSION PANTRY FAUCETS 




Mueller Compression Pantry Faucet with Cliina indexed 
side lever handle. 



H-3808 Without tail pieces but with nut, cone gasket 
and friction rings, for 7-1(5 and ' O.D. tubing. 

H-3810 Complete with nut and tail pieces. 

Finishes: Nickel Plate or Chromium Plate. 



(Patented) 



Mueller Compression Double Pantry Faucet with in- 
dexed brass lever handles. 



H-3822 Without tail pieces, but with nut, cone gasket, 
and friction rings for 7-lG and i V' O.D. tubing. 

H-3824 Complete with nuts and tail pieces. 

Finishes: Nickel Plate or Chromium Plate. 




H-3822 



1857 
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DRINKING WATER FAUCETS 



STUB 




H-3850 
SWING SPOUT 




Size, Inches 



'A" 



H-3850 Mueller Stub pattern push button ice 
water faucet with indexed China push button, solid 
wall flange, and volume adjusting screw. Back of 
flange to center of spout outlet 2 A", 

Finishes: Nickel plate or chromium plate. 



Size, Inches 



H.3855 



H-3855 Mueller push button ice water faucet with 
swing spout, indexed China push button, solid 
flange, and volume adjusting screw. Back of flange 
to center of body Center of body to center 

of spout outlet 4ic". Different length spouts on 
specification. 

Finishes: Nickel plate or chromium plate. 



SELF-CLOSING 

(Patriifcd) 




STRAIGHT PATTERN FOUNTAIN HEAD 

(rafrntr,!) 




H-3865 

Size, Indies 

H-3865 Mueller sanitary drinking fountain head, 
straight pattern, large design, diameter 
ally slotted. Height, 3 A". 

H-3866 Small design, diameter P^", height 2['g 
Finish: Nickel plate or chromium plate. 



radi- 



Size, Inches 



Vs" only 



H-3860 Mueller Self-closing drinking water faucet 
with 4-arm brass handle with China indexed button, 
adjustable set screw wall flange, and volume ad- 
justing screw. 

Finishes: Nickel plate or chromium plate. 



ELBOW PATTERN FOUNTAIN HEAD 

(Patented) 




H-3870 



Size, Inches 

H-3870 Mueller sanitary drinking fountain head, 
elbow pattern, large design, diameter 2?^", radially 
slotted, height 2\l" . 

H-3871 Small design, diameter V/% \ height 2\i", 
Finish: Nickel plate or chromium plate. 



DEPENDABLE SINCE 1 



1857 




"FILGLAS" FAUCETS 

(Patented) 



■TILGLAS" 



VERTICAL "FILGLAS" 





H-3875 Mueller "Filglas" faucet for city pressure. 
Volume adjusting screw and adjustable set screw 
wall flange. Inlet Center of spout outlet to 

back of flange, maximum 4^g'\ minimum 3j^". 

Finish: Chromium plate only. 



H-3880 Mueller "Filglas" faucet for city pressure 
with vertical standard. Complete with nut, %" 
LP. tail piece, and volume adjusting screw. Base 
to center of body Sill". Center of base to center 
of outlet 4^V'. 

Finish: Chromium plate only. 



'S" TYPE "FILGLAS" 



DOUBLE VERTICAL "FILGLAS" 




H-3885 Mueller "Filglas" faucet for city pressure 
for instalation on horizontal supply. Complete 
with nut, LP. tail piece, and volume adjust- 

ing screw. Center of inlet to center of body Sfd". 
Wall to center of outlet 4§l". 

Finish: Chromium plate only. 




H-3890 Mueller "Filglas" faucet for city pressure 
for vertical supply. Complete with nut, %" I. P. 
tail piece, and volume adjusting screw. Base to 
center of bodies 81il". Center of base to center 
of outlets 3W. 

Finish: Chromium plate only. 



DEPENDABLE SINCE J 
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BUILT-IN FITTINGS 
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MUELLER BUILT-IN FITTINGS 



In developing the line of built-in brass fit- 
tings illustrated in the following section it 
has been the aim of Mueller engineers and 
artists to provide fittings that would be out- 
standing in their field. Each feature of ma- 
terial, design and construction has been 
studied with the thought in mind that each 
fitting is to be representative of Mueller in 
any installation of which it is a part. 

The Mueller Brass Plant, a thoroughly mod- 
ern plant in every respect, is indeed an im- 
portant unit in the Mueller Factory in De- 
catur, Illinois. The craftsmen engaged in 
the manufacture of Mueller Built-in fittings 
are in close contact with other departments 
and with the management, and are fully con- 
versant with the 73 year old Mueller tradi- 
tion of the best fitting at the best price. 

Mueller Built-in Brass Fittings have the 
metal and the weight to enable them to vir- 
tually outlive the buildings in which they 
are installed. At every stage of their manu- 
facture, from laboratory tests of the virgin 
metal to the final packing, they MUST 
withstand a most rigid inspection. Tests 
are made of both individual units and of 
the complete assemblies under 200 pounds 
hydraulic pressure, a pressure from three to 
five times that to which they are subjected 
in actual use. 

Most of the fittings illustrated are furnished 
in either Chromium or Nickel Plate while 
a specified few are furnished in Chromium- 
Plate only. Either finish, as electrolitically 



applied by Mueller, provides a finish at once 
permanent and beautiful. 

All metal parts, both exposed and concealed, 
are of heavy Mueller Red Brass. Wherever 
it is practicable fittings are of one piece con- 
struction. Concealed bracing plates have 
drawn their share of attention along with 
each structural detail. 

The new Mueller ])artition valve provides 
an everlasting and troul)le-free service. 
They have no part that cannot be easily re- 
placed from the front of the wall, and no 
wearing parts that come in contact with the 
valve body. The cast body is of heavy red 
brass of a non-porous texture. The seat is 
renewable and hardened with Chromium 
plating for longer service. A liberal escut- 
cheon (canopy) adjustment permits a snug 
connection to any wall. The finish wall line 
is marked on every valve. The handle spud 
is slotted to allow tight wedge to the stem 
when the lock-nut is drawn up, eliminating 
the wabbling handle so familiar with the 
old screw method of attachment. 

All Mueller Built-in Brass Fittings illus- 
trated with metal handles, escutcheons or 
dials, can be furnished with these corre- 
sponding parts of modernly designed Vitre- 
ous China, but Mueller, with their 73 years 
experience, recommends the use of all metal 
trim wherever practicable, due to the e^.e- 
ment of danger attached to China through 
break incr. 



DEPENDABLE SINCE > 1 
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CROSS SECTION THROUGH MUELLER 
BUILT-IN VALVES 

(Patent Pending) 




Nothing can wear out in these new Mueller Valves that is not easily replaced from the front of the wall-- 
NO WEARING PARTS TOUCH THE VALVE BODY. Barring accidents it will never be necessary 
to replace the valve itself. The casting is of heavy l)ronze of a non-porous texture. The seats are re- 
newable and hardened with Chromium plate for longer service. Renewable sleeve— no thread wear on 
body. Bearing surfaces are larger— the stem has greater diameter. The greater waterway provided means 
less trouble with chips. A liberal escutcheon adjustment permits snug connections to any wall. The fin- 
ished wall line is marked on every valve. Saves constant reference to roughing-in measurements. Handle 
spuds are slotted to allow tight wedge to stem when lock nut is tightened. Old style screw with its loose, 
wabbling handles, is eliminated. Valves supplied with either metal or China trim. 
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OVER-THE-RIM TUB FILLERS 



(Patent Fending) 



CHINA AND METAL 



CHINA AND METAL WITH INTEGRAL 
STOPS 




H-3950 



Sizes 1/2" and V4" 

H-3950 Mueller Over-the-rim Tub Filler with cast 
metal spout and spout escutcheon. Supply valves 
with indexed hot and cold four-arm China handles 
and China escutcheons; ground joint unions and 
renewable seats. 

Finish: All exposed metal parts chromium plate. 



ALL METAL 




H-3960 



Sizes J^" and ^4" 

H-3960 Mueller Over-the-rim Tub Filler with cast 
metal spout and spout escutcheon. Supply valve? 
with four-arm metal handles with interchangeable 
metal caps indexed "H" and "C" and cast metal 
escutcheons; ground joint unions and renewable 
seats. 

Finish: Chromium plate only. 




H-3955 / 



Sizes and -K" 

H-3955 Mueller Over-the-rim Tub Filler with cast 
metal spout and spout escutcheon. Supply valves 
with screw driver slotted integral stops, mdexed 
hot and cold four-arm China handles and Chma 
escutcheons; ground joint unions and renewable 
seats. 

Finish: All exposed metal parts chromium plate. 



ALL METAL WITH INTEGRAL STOPS 




H-3965 



Sizes and 

H-3965 Mueller Over-the-rim Tub Filler with cast 
metal spout and spout escutcheon. Supply valves 
with screw driver slotted integral stops; four-arm 
handles with interchangeable metal caps indexed 
"H" and *'C"; ground joint unions and renewable 
seats. 

Finish: Chromium plate only. 



DEPENDABLE SINCE J 
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ROUGHING-IN MEASUREMENTS FOR 
OVER-THE-RIM TUB FILLERS 






COMBINATION BATH AND SHOWER 



FOUR VALVE TYPE 

(Patent Pending) 



Sizes and V4" 

H-4000 Mueller Combination tub and shower fit- 
ting with over-the-rim metal spout with cast 
metal escutcheon; supply valves with indexed Hot 
and Cold four arm China handles and China es- 
cutcheons; ground joint unions and renewable 
seats; bent arm discharge pipe with China wa 
flange, 4" China shower head with adjustable ball 
joint. 

H-4005 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4000 



DEPENDABLE SINCE J 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4000 




! DEPENDABLE SINCE ^ 
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^FULLY WARRANTED 




COMBINATION BATH AND SHOWER 
WITH POP-UP DRAIN 



DIVERTER VALVE TYPE 

(Patented) 




Sizes 



and -K" 



H-4010 Mueller Combination tub and shower fit- 
ting? with ovcr-the-rini metal spoilt with cast metal 
escutcheon; supply valves with indexed Hot and 
Cold four arm China handles and China escutch- 
eons; ground joint unions and renewable seats: 
automatic diverter valve with china knol) and Chini 
escutcheon; bent arm discharge pipe with China 
wall flange; 4" China shower head with adjusta- 
ble ball joint; Mueller pop-up drain for bath with 
metal overflow plate and metal handle; 15^" size. 
Waste tee furnished with slip joint nut and tail 
piece, also threaded 1^" outside iron pipe thread. 

H-4015 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4010 



DEPENDABLE SINCE ^ 
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^FULLY WARRANTED 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4010 




5" MIN. 



DEPENDABLE SINCE W\ 
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COMBINATION BATH AND SHOWER 



FOUR VALVE TYPE 
(With Integral Stops) 

( Patent Pending) 




Sizes, Inches 



/2" 



34" 



H-4020 Mueller Combination tub and shower fi^ 
ball jonit. 

H-4025 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4020 



85 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4020 



SHOWER 



-J 
< 
z 
O 



5g MAX. 



2ig MIN. 




DEPENDABLE ^lNCgJ^ 
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^FULLY WARRANTED 




COMBINATION BATH AND SHOWER 
WITH POP-UP DRAIN 



DIVERTER VALVE TYPE 
(With Integral Stops) 

(Patented) 





Sizes, Inches 



H-4030 Mueller Combination tul) and shoxycr fit- 
tinL^ with ovcr-the-rim metal spout with cast metal 
e eutcheon. Snpply valves with mte.^ra stops four- 
arm China handles indexed Hot and Cold, and 
China escutcheons, ground jomt unions ^ml renew- 
able seats. Automatic diverter valve with China 
knob and China escutcheon. Bent arm discharge 
pipe with China wall flange. 4" China shower head 
vi h adjustable ball joint. Mueller pop-up drain 
for l)ath with meta overflow P^'^te "^"J-^ 
handle. I/2" size. , Waste tee ^^^^^'^^1/ n tile 
joint nut and tail piece, also threaded I/2 outside 
iron pipe thread. 

H-4035 Same as above except all metal. 

Finish: All exposed metal parts chromium plate 



H-4030 



^FULLY WARRANTED 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4030 




DEPENDABLE SINCfJ 



1857 



^FULLY WARRANTED 



BUILT-IN BATH FITTINGS WITH 
CONCEALED STANDING DRAIN 



(Patented) 



WITH IN-THE-TUB SPOUT 



WITH OVER-THE-RIM SPOUT 





H-4040 



H-4050 



Sizes, Inches 



Sizes, Inches 



34" 



H-4040 Mueller Tub Filler with concealed stand- 
ing drain. In-the-tub metal spout. Supply valves 
with indexed Hot and Cold four-arm China 
handles and China escutcheons, ground jomt 
unions and renewable seats. 1?.^" drain regularly 
furnished. Waste tee furnished with shp jomt nut 
and tail piece, also threaded P/^" outside iron pipe 
thread. Adjustment to take care of any variation 
from roughing-in up to 2^2". 

H-4045 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4050 Mueller Tub Filler with concealed stand- 
ing drain, over-thc-rim metal spout with cast 
metal escutcheon. Supply valves with four-arm 
China handles indexed Hot and Cold, and China 
escutcheons, ground joint unions and renewable 
seats. \y2" drain regularly furnished. Waste tee 
furnished with slip ioint nut and tail piece, also 
threaded I'A" outside iron pipe thread. Adjust- 
ment to take care of any variation from roughing- 
in up to 2^/2" . 

H-<055 Same as above but all metal. 

Finish: All exposed metal parts cliromium plate. 



DEPENDABLE SINCE ^ 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4040 




ROUGHING-IN 
MEASUREMENTS H-4050 



3 I "max. 




C3 



||holT 
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COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING DRAIN 



(Patented) 




WITH IN-THE-TUB SPOUT 



Sizes, Inches 



V2" 



H-4060 Mueller Com1>ination Tub and Shower 
Fitting with concealed standing drain, in-the-tub 
metal spout. Supply valves with four-arm Chma 
handles indexed Hot and Cold, ground joint unions 
and renewable seats. Bent arm discharge pipe 
with China wall flange, 4" China shower head with 
adjustable ball joint. H/'" drain regularly fur- 
nished. Waste tee furnished with slip joint nut 
and tail piece also threaded IV^" outside iron pipe 
thread. Adjustment to take care of any variation 
from rough ing-in up to 2j^". 

H-4065 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4060 



DEPENDABLE SINCE ^ 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4060 



SHOWER 



3 1 MAX. 



OPTlbNAL ^r.'^'^- 




9| MIN. L- 



j DEPENDABLE SINCE ^ 
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^FULLY WARRANTED 



COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING DRAIN 

(Patented) 




WITH OVER-THE-RIM SPOUT 

Sizes, Inches l^" Vx" 

H-4070 Mueller Combination tub and shower fit- 
ting with concealed standing drain, over-the-rim 
metal spout with cast metal escutcheon. Supply 
valves with four-arm China handles indexed Hot 
and Cold, China escutcheons, ground joint unions 
and renewable scats. Bent arm discharge pipe 
with China wall flange, 4" China shower head with 
adjustable ball joint. 1^" drain regularly fur- 
nished. Waste tee furnished with slip joint nut 
and tail piece, also threaded 1^^" outside iron pipe 
thread. Adjustment to take care of any variation 
in roughing-in up to 2^". 

H-4075 Same as above except all metal. 

Finish: All exposed metal parts chromium plate. 



H-4070 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4070 




DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 
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COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING DRAIN 



(Patented) 




WITH IN-THE-TUB SPOUT 

Sizes, Inches ^" '^'i" 

H-4080 Mueller Combination tub and shower fit- 
ting with mixing? valve. Concealed standniR drani, 
in-the-tub metal spout. Supply valves to tub with 
four-arm China handles indexed Hot and Cold, 
China escutcheons, ground joint unions, and re- 
newable seats. Bent arm discharge pipe w^ith 4 
China shower head with adjustable ball joint. 
Mixing valve with China dial and China lever 
handle. IK'" (Irain regularly furnished. Waste 
tee furnished with slip joint nut and tail piece also 
threaded l^^" outside iron pipe thread. Adjust- 
ment to take care of any variation from roughing- 
in up to 2K"- 

H-4085 Same as above except all metal. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 



H-4080 



] DEPENDABLE SINCE ^ 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H.4080 



ASHOWER Ij^MU. rc" 
ONAL 
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COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING DRAIN 



( Patented) 




WITH OVER-THE-RIM SPOUT 

Sizes, Inches 

M-4090 Mueller Combination tub and shower fit- 
ting with mixing valve. Concealed standniR dram, 
over-the-rim metal spout with cast metal escut- 
cheon. Supply valves to tub with four-arm Chma 
handles indexed Hot and Cold, China escutcheons, 
ground joint unions, and renewable seats. Bent 
arm discharge pipe with 4" China shower head 
with adjustable ball joint. Mixmg valve^ with 
China dial plate and China lever handle. IK', drain 
regularly furnished. Waste tee furnished with slip 
joint nut and tail piece, also threaded 1^ outside 
iron pipe thread. Adjustment to take care of any 
variation in roughing-in up to 2^". 

H-4095 Same as above except all metal. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 



H-4090 



DEPENDABLE SINCE 1 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-4090 




DEPENDABLE SINCE 1 
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SECTION THROUGH MUELLER MIXING 

VALVE 



(Patented) 




The Mueller MIXING VALVE combines both COMPRESSION and SELF-CLOSING 
principles. 

In operation it is COMPRESSION but the final closnig is actuated by 
bronze springs which are mounted on the seat yoke. Thus, POSITIVE CLOSING 
InsTed and the VALVE SEATS ARE PROTECTED FROM THE CUTTING EF- 
FECT caused by careless partial closing. 

When taking into account the fact that CUT SEATS are cause of most faih,res in 
valves, and that this is the result of partial closmg, the SPRING CLOSING 
FEATURE of the Mueller VALVE cannot be overestimated. 



1857 
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MUELLER MIXING VALVE 



The valve body is divided into three compartments or chambers; the two lower 
chambers for hot and cold water; the upper chamber for mixed or tempered water. The 
inlet connections lead into the lower chambers. The outlet connection is in the upper 
or mixing chamber. The volume of flow from the two lower compartments into the 
upper or mixing chamber is controlled by specially designed plungers which fit into the 
ports leading from tlie hot and cold water compartments to the upper or mixing chamber. 

The movement of the plungers is controlled by the operation of the lever handle. 
By turning the handle cold water only is first delivered to the outlet. A further move- 
ment of the handle reduces the cold water supply, increasing delivery of hot water until 
the desired temperature is attained. The movement of the stem opens and closes the 
ports, but the seating pressure is controlled by a phosphor bronze spring. 

The superiority of the Mueller mixing valve has been attained by embodying the 
feature of CONTROLLING THE PRESSURE THAT IS EXERTED ON THE 
SEAT WASHERS in the closing of the valve. This feature insures positive closing 
and long seat washer life. It also prevents excessive strain being exerted on the mechan- 
ism of the valve as is true when the closing of the valve is actuated by ordinary com- 
pression control. 

If necessary to remove working parts for seat washer replacement or repair, remove 
the handle by loosening the lock nut. Then remove cover or dial plate. Four screws 
will then be exposed which hold the stuffing box plate to the body. Upon removal of 
the four screws the entire working parts assembly can be removed in one unit. The 
guides or plungers on the hot and cold water pistons being of different size, make 
it impossible to replace this assembly in the wrong position. 
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COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING DRAIN 



(Patented) 



Size, Inches 'A" only 

H-5000 Mueller Conil)ination tub and shower fit- 
ting with mixing valve. Concealed standing drain, 
in-the-tub metal spout, automatic diverter valve 
with China knob and China escutcheon. Bent 
arm discharge pipe with 4" China shower head 
with adjustable ball joint. 1^" drain regularly 
furnished. Waste tee furnished with slip joint nut 
and tail piece, also threaded outside iron pipe 

thread. Adjustment to take care of any variation 
from roughing-in up to Z]^". 

H-5005 Same as above except all metal. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 



H-5000 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN MEASUREMENTS 
H-5000 



SHOWER 



< 
o 




9 1 MIN, 



! DEPENDABLE SINCE j 



857 



^FULLY WARRANTED 



84 



m^nuMajrMi mark 



BUILT-IN SHOWERS 

(Patented) 






H-5010 



Size. Inches 'A'' only 

H-5020 Mueller All metal l)uilt-in shower fitting 
with mixing valve. Bent arm discharge pipe with 
cast metal wall flange. 4" cast metal shower head 
with adjustahle ball joint. 

H-5025 Same as al)ove except with China escut- 
cheons, handles and shower head. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 



Size, Inches 5^" only 

H-5010 Mueller All metal built-in shower fitting 
with mixing valve, and screw driver slotted con- 
cealed stop and control valves. Bent arni dis- 
charge pipe with cast metal wall flange. ^ 4" cast 
metal showier head with adjustable l)all joint. 

The control valves allow hot and cold water 
volume to be equalized and permit access to mixing 
valve without shutting off water elsewhere. 

H-5015 Same as above except with China escut- 
cheons, handles and shower head. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 




H-5020 



I DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 




ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-5010 



SHOWER 




FLOOR LINE 



ROUGHING-IN 
MEASUREMENTS H-5020 



SHOWER 



< 
O 

o 



3 j-; HOLE 




3 MAX. 




FINtSHEDWALLLINE 
FLOOR LIMP 



j DEPENDABLE SINCE 1 



1857 



^FULLY WARRANTED 




7W( mark" 



BUILT-IN SHOWERS 





H-5030 



H-5040 



Size, Inches V2" only 

H-5030 Mueller All metal built-in shower fitting 
with screw driver slotted integral stops, ground 
joint unions, and renewable seats. Bent arm dis- 
charge pipe with cast metal wall flange, 4" cast 
metal shower head w^ith adjustable ball joint. 

The integral stop valves allow hot and cold water 
volume to be equalized and permit access to valves 
without shutting off water elsewhere. 



Size, Inches 



H-5040 Mueller All metal built-in shower fitting. 
Ground joint unions and renewable seats. Bent 
arm discharge pipe with cast metal wall flange, 4" 
cast metal shower head with adjustable ball joint. 

H-5045 Same as above except with China escut- 
cheons, handles and shower head. 

Finish: All exposed metal parts chromium plate. 



H-5035 Same as above except with China escut- 
cheons, handles and shower head. 



Finish: All exposed metal parts chromium plate. 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-5030 



-J 
< 



a. 

o 



3g MAX. 




FINISHED WALL LINE 



ROUGHING-IN 
MEASUREMENTS H-5040 



< 

o 
I- 

Q. 

o 



3 1 MAX. 




HOLL< 
FINISHEDWALL LINE 



I DEPENDABLE SINCE > 1 



1857 



^FULLY WARRANTED 
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BUILT-IN SHOWERS 

(Patented) 

(WITH FOOT TESTER) 




Size, Inches 



only 



H-5050 Mueller All metal built-in shower fitting 
with mixing valve and automatic diverter for 
diverting water from foot tester to shower head. 
Bent arm discharge pipe with cast metal wall 
flange, 4" cast metal shower head with adjustable 
ball joint. 

The Mueller Mixing Valve has exclusive features 
which set it apart from the commonplace. See 
sectional view and description on page 80. 

Finish: All exposed metal parts chromium plate. 



H-5050 



j DEPENDABLE SINCE ^ 



1857! 



^FULLY WARRANTED 



TRADE 



89 



ROUGHING-IN MEASUREMENTS 



ROUGHING-IN MEASUREMENTS 
H-5050 



SHOWER 




3 1 HOLE 



|1 HOLE 



3 MAX. 

AO 




00 



I 

V 



00 

\ FLOOR LINE 




o 

1x1 
X 



DEPENDABLE SINCE ^^^'MM{¥UllY WARRANTId 




EXPOSED SHOWERS 

SUPPLIES TO FLOOR SUPPLIES TO FLOOR 




H-5060 

Size K'" only 

H-5060 Mueller two valve shower with 4-arm in- 
dexed Cliina liandles, j^ooseneck discharge pipe 
witli adjustable ball joint shower head with 4" 
removable face. Complete with supporting hang- 
ers and flanges. 

H-5065 Same as above but with supplies to ceiling. 
Finish: Chromium plate only. 



H-5070 

Size only 

H-5070 Mueller mixing valve shower with supplies 
to the floor. Gooseneck discharge pipe and ad- 
justai)le ball joint shower head with 4" removable 
face. Complete with supporting hangers and 
flanges. 

H-5075 Same as above but with supplies to ceiling. 
Finish: Chromium plate only. 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 
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ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS U-nOlO 




FLOQC^ LINE\ 



IDEPENDABLE SINCE ^iSirr^<; FULLY WARRANTED 



Replaces page 91 



October I, 1932 
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MUELLER 



F mark" 



TUB FILLER AND SHOWER 
COMBINATIONS 



WITHOUT CURTAIN OR ROD 




H-5080 



H-r)080 Mueller Automatic Combination Tub Filler and 
Shower. For converting Rolled Kim Tub on legs mto a 
combination tub and shower fitting without necessitatinr^ 
remodeling. Complete with riser discharge pipe, wall 
flange, and supporting arm. Adjustable ball jomt shover 
head \\\X\\ \" removable face. Water is automatically di- 
verted to tub when control valves have been closed. 

Finishes: Nickel plate or chromium plate. 



WITH CURTAINS AND ROD 




H-30SI 

H-5081 Mueller Automatic Combination Tub Filler and 
Shower for converting rolled rim tub on legs into a com- 
bination tub and shower fitting without necessitating re- 
mt)deling. Complete with riser discharge pipe, wall flange, 
L'4"x4S" rectangular curtain rod and ceiling support. 
Two <>'x(>' white duck curtains with hooks. Adjustable 
ball joint shower head with 4" removable face. Water is 
automatically diverted to tub when control valves have 
been closed. 

H-r)0S2. Same as above except with 24"x30'^ rectangular 
curtain rod. 

Finishes: Nickel plate or chromium plate. 



1857 



^ < FULLY WARRANTED 



93 




Replaces page 93 



October 1, 1932 





TUB FILLER AND SHOWER 
COMBINATIONS 




H-5083 

H-5083 Mueller Automatic Combination Bath Faucet 
and Hose Spray. Furnished complete with y" Spray 
head and 5 feet of cloth inserted rubber tubing. Water 
is automatically diverted to tub when control valves have 
been closed. 

Finishes: Nickel plate or chromium plate. 




H-5084 

H-5084 Mueller Automatic Tub Filler and Shower. 
For converting recess or corner tubs into combination tub 
and shower fitting without necessitating remodeling 
Complete with riser discharge pipe, wall flange and sup- 
porting arm. Adjustable ball joint shower head with 4" 
removable face. Water is automatically diverted to tub 
when control valves have been closed. 
Finishes: Nickel plate or chromium plate. 




i DEPENDABLE SINCE >1 



1857 



^FULLY WARRANTED 



TRADE "^^TTTTWtSzM, MARK [== 

ROUGHING-IN MEASUREMENTS 



93-B 



ROUGHING-IN 
MEASUREMENTS H-G084 




1617 



October 1, 1932 



TUB FILLER AND SHOWER 
COMBINATIONS 




I 
I: 




H-5086 



H-5086 Mueller Automatic Combination Over-Rim Tub 
Filler and Hose Spray. For converting recess or corner 
tHbs into combination tub and and spray fitting without 
necessitating remodeling. Furnished complete with *J' 
spray head and five feet of cloth inserted ri.bber tubing. 
Water is automatically diverted to tub when control valves 
have been closed. 

Finishes : Nickel Plate or Chromium Plate. 




L.^ 




H-5088 

H-5088 Mueller Automatic Combination In-the-Tub 
Filler and Hose Spray. For converting recess or corner 
tubs into combination tub or spray fitting without ne- 
cessitating remodeling. Furnished complete with 2i 2" 
spray head and five feet of cloth inserted rubber tubing. 
Water is automatically diverted to tub when control valves 
have been closed. 

Finishes: Nickel Plate or Chromium Plate. 



H-5090 

H-5090 Mueller Automatic Combination Tub Filler and 
Shower for converting Over-the-Him Spout Tub Fillers into 
combination tub and shower fittings without necessitating 
remodeling. Complete with riser discharge pipe, wall flanee, 
supporting arm, and adjustable ball joint shower head with 
4'^ removable face. Water is automatically diverted to 
tub when control valves have been closed. 

Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE ^ 



\3S7 



^FULLY WARRANTED 



93-D 



ROUGHING-IN MEASUREMENTS 

ROUGHING-IN 
MEASUREMENTS H-508G 




October 1, 1932 



(^Industrial TyiH' 




H-5100 



Size ' 2" only 

H-5100 Mueller Two Valve Shower for supplies to the 
flour with 4-Arm China Indexed brass handles, galvanized 
iron gooseneck discharge pipe. Cast brass shower head 
with 4" removable face. 

H-5110 same as H-5100 except for supplies to the 
ceiling. 

Finishes: White Nickel Plate only. 

























! 














H-5112 



Size 

H-5112 Mueller Two Valve Shower with 4-anu in- 
dexed brass handles, gooseneck discharge i)ipe with ad- 
justable ball joint shower head with 4'' removable tace. 
Complete with ■sui)pi)rting hanger and flanges. 
Finishes: Nickel Plate or Chromium Plate. 



H-5115 same i?-^ H- 
oirj except with H-r'JiiO 
exposed type-mixing 
valve. 

Finishes : Nickel Plate 
or Chromium Plate. 




DEPENDABLE SINCE 



1857 



^FULLY warranted! 




ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-5110 



ROUGHING-IN 
MEASUREMENTS H-5100 




DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 




MUELLER MIXING VALVES 





H-5200 



H-5210 



Size 



Size 



H-5200 Mueller Concealed 
Type Mixing Valve with 
China lever handle and 
China dial plate. 



Finish: 
only. 



Chromium plate 



H-5210 Mueller Concealed 
Type Mixing Valve with 
hrass lever handle and 
brass dial plate. 

Finishes: Nickel plate or 
chromium plate. 




H-5220 



Size 



H-5220 Mueller Exposed 
Industrial Type Mixing 
Valve with brass lever 
handle and brass dial plate. 

Finishes: Nickel plate or 
chromium plate. 




H-5230 Mueller Exposed Industrial 
Type Mixing Valve with brass lever 
handle, brass dial plate, complete 
with elbows and ground jonit 
unions. 



Finishes: Nickel plate or chrom- 
ium plate. 




H-5240 



Size ^" 

H-5240 Mueller. Exposed Industrial 
Type Mixing Valve with brass lever 
handle and l)rass dial plate complete 
with elbows and integral stops. 

Finishes: Nickel plate or chrom- 
ium plate. 



DEPENDABLE SINCE ^ 



I857j 



^FULLY WARRANTED 



TRADE 



97 



MUELLER BUILT-IN VALVES 

LOOSE KEY STRAIGHT PATTERN CORNER VALVE 




H 5350 



Size 1^' 

H-5350 MUELLER Huilt-in Straitrlit I'attein 
Valve with deep China escutcheon, ground joint 
union coupling on inlet, screw driver slotted 
loose disc stem and renewable seat. 
H-5351 .Same as above but (all metal). 
Finishes: Exposed parts iiickel plate or chro- 
mium plate. 





BY-PASS VALVE 



H-5355 

Size i^" 3^ 

H-5355 MUELLER Built-in Straijfht Pattern 
Valve with 4-arm indexed China handle, deep 
( hina escutcheon, ground joint union coupling 
on inlet, loose disc stem and renewable seat. 
H-5356 Same as above but (all metal). 
Finishes: Exposed parts nickel plate or chro- 
mium plate. 

WITH INTEGRAL STOP 



Size 





H-5360 

H' 

H-5360 MUELLER Built-in Corner Valve 
with 4-arm indexed China handle, deep China 
escutcheon, ground joint union coupling on 
inlet, loose disc stem and renewable seat. 
H-5361 Same as above but (all metil). 
Finishes: Exposed parts nickel plile or chro- 
mium plate. 

DIVERTER VALVE 




Size . 



H-E365 MUELLER Built-in Bj'-Pass Valve 
with 4-arm indexed China Handle, deep China 
escutcheon, ground joint union coupling on in- 
let, loose disc stem and renewable seat. 

H-5366 Same as above but (all metal). 

Finishes: Exposed metal parts nickel plate or 
chromium plate. 



H-5370 MUELLER Built-in Bj-Fass Valve 
with integral stop, 4-arm indexed China handle, 
deep China escutcheon, ground joint union 
ceupling on inlet, loose disc stem and renew- 
able seat. 

H-5371 Same as above but (all metal). 
Finishes: Exposed metal parts nickel plate or 
cbromium plate. 



D£PE_N DABL£ SINCE '1 



H.5380 MUELLER Built-ii. Automatic I)i- 
verter \ alve with China indexed knob, deep 
( hina escutcheon, inlets 1-2 inch. Shower 
and tub outlets ^ 

H-5381 f-'ame as above but (all metal). 
Finishes: Exposed metal parts nickel plate or 
chromium plate. 



1857 



L< FULLY WARRANTED 



Replaces Page 97 



Oct. 1, 1932 



MUELLER SHOWER HEAD WITH SELF- 
CLEANING DEVICE AND ARM 

(Patent Pending) 






H-5401 

WITH LOOSE KEY IN 
STEAD OF HANDLE 




The Chrome 
Nickel Stain- 
less Steel Pin 



Cut open view showing mechanism of Mueller 
Self-Cleaning Shower Head 



Size, inches • - 

H.5400 Mueller Positive Cleaning Shower Head with adjustable ball joint and arm with set screw flange. 
H-5401 Mueller Positive Cleaning Shower Head with loose key. 
Finishes- Nickel Plate and Chromium Plate. 

The Hurler H:.400 Po^.e Cleanin^S^- "^^r ^^r^^^^t^ ^ ^ 

steel tapered pins mserted in a plate, attached ^ > ^^^'/P^'^^^^^^^^ the holes in the face of the shower head. Ro a- 

Srent size sfear^^^ range from a rain shower to a stmging needle stream. 




H.5405 

Size, inches Vz'' only 

H-5405 Mueller ball joint, I inside LP. 
thread by i^'I- P- outside thread for goose- 
neck and bent arm showers. 
Finishes: Nickel and chromium plate. 



H.54O8 

Size, inches I'l" only 

H-5408 Mueller bent shower arm. Metal 
escutcheon. (China escutcheon furnished on 
specification.) 

Finishes: Nickel and chromium plate. 



f FULLY WARRANTED ^ = 




SHOWER HEADS 



BRASS ADJUSTABLE 




H-5410 

Size, Inches .... 

Finishes: Nickel plate or chromium plate. 



CHINA ADJUSTABLE 




H-5420 



Size, Inches 

and 4" removable face ' escutcheon 

SSLm Zr'^'^' P'^te or 



CAST BRASS 



CHINA 




H-5413 

H-5413 Mueller 4" Cast Brass Shower Head with 
^^^jnsKle threaded inlet connection//'' Vemov^b^^^^ 

Finishes: Nickel plate or chromium plate. 




H-5423 

H-5423 Mueller 4" China Shower Head v^hh i/" 
inside threaded inlet connection, 4'' remlaTle f^^^ 

S,^m ZT'""''' "^^^^^ P-^^ "-^el plate or 



85 



100 



BATH SPOUTS 




H-5430 



H-5430 Mueller China Over-the-Rim Tub Nozzle 
long from back of flange to center of spout 
outlet, Ya" I.P- outside thread. 




H-5450 



H-5450 Mueller In-the-Tub Nozzle MV' long from 
back of flange to center of spout outlet, Ya i-^- 
outside thread. 

Finishes: Nickel plate or chromium plate. 



H-5440 

H-5^40 Mueller China In-the-Tub Nozzle 2^" 
long from back of flange to center of spout out- 
let, Ya" I.P. inside thread. 




H-5460 



H-5460 Mueller Over-the-Rim Tub Nozzle 4J/^" 
long from back of flange to center of spout outlet, 
1" I P. inside thread. 

Finishes: Nickel plate or chromium plate. 




H-5470 



H-5470 Mueller Over-the-Rim Tub Nozzle 7V_> 
long from face of inlet to center of spout outlet. 
Adjustable metal flange with maximum adjust- 
ment of VA". 1" I.P. outside thread. 
Finishes: Nickel plate or chromium plate. 




H-5480 



H-5480 Mueller Over-the-Rim Tul) Nozzle 6Y2 
from face of inlet to center of spout outlet. 
Deep China set screw flange with niaximum ad- 
justment of 2/2". Ya' I-P- outside thread, V2 I.P. 
inside thread. 

Finishes: Nickel plate or chromium plate. 
H-5481 Same as above except metal escutcheon. 



Finish: Chromium plate only. 



! DEPENDABLE SINCE ), 



1857 



^FULLY WARRANTED 



COMPRESSION BATH FAUCETS 




H-SSOO Mueller Compression Bath Faucet with 
round body nulexed China lever handles, Tur 
n.shed^ complete wuh lock nuts and hose con- 

wff'handks. " "'^'^ '"^^^^'l '-^^'^ 



Finishes: Nickel plate o 



e or chromium plate. 



H-S500 



H-5515 Mueller Compression Bath Faucet with 

n dexed Chma lever handles. Furnished com 
Plete w,th lock nuts and hose connection 

FWshes: H-SSIS Nickel plate or chromium 

m"f-ff? P"*?'? ''"t "'th removable 

handies ^"'^ '^^^^^ 

Finish: H-5520 Chromium plate only. 




H-551S 



j DEPENDABLE .SlMrF^ 



i ^FULLY WARRANT gn 




COMPRESSION BATH FAUCETS 

(With long shanks for over-the-rim installation) 




H-5540 Mueller Compression Bath Faucet with 
round body, indexed China lever handles. 
Shanks have V2" LP. outside thread and meas- 
ure from center of body to end of shank. 
Furnished with hose connection. 

H-5545 Same as above but with indexed brass 
lever handles. 

Finishes: Nickel plate or chromium plate. 



H-5540 



H-5550 Mueller Compression Bath Faucet with 
round body, removable China pedestal soap 
dish, and indexed China lever handles. Shanks 
have V2" I. P. outside thread and measure 57/8 
from center of body to end of shank. Fur- 
nished with hose connection. 

Finishes: H-5550 Nickel plate or chromium 
plate. 

H-5555 Same as above but with removable 
metal soap dish and indexed brass lever handles. \^ 

Finish: H-5555 Chromium plate only. 




H-5550 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED j 
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COMPRESSION BATH FAUCETS 

(With long shanks and integral stops for over-the-rim Installation) 




H-5580 Mueller Compression Bath Faucet with 
round body and indexed China lever handles 
Shanks have 3^" I. P. inside thread and measure 
5 from center of body to end of shank. Fur- 
nished with hose connection. 

H-5585 Same as above but with indexed brass 
lever handles. 



Finishes: Nickel plate or chromium plate. 



H-5580 



H-5590 Mueller Compression Bath Faucet with 
round body, removable China pedestal soap 
dish, and indexed China lever handles. Shanks 
have 54 LP. inside thread and measure 5" from 
center of body to end of shank. Furnished 
with hose connection. 



Finishes: 
plate. 



H-5590 Nickel plate or chromium 



H-5595 Same as above but with removable 
meta soap dish and indexed brass lever 
handles. 

Finish: H-5595 Chromium plate only. 




H-5590 



teMMmsiNclJ^^gF ^ warranted! 




COMPRESSION BATH FAUCETS 



TUB SHOWER FAUCET WITH HOSE SPRAY 




H-5620 Mueller Compression Bath 
Faucet with round hody, indexed China 
lever handles, switch valve, 5 feet 
of hose with spray head, and white 
Vitreous China hose hracket. Fur- 
nished complete with lock nuts. 

H-5630 Same as above but wnth in- 
dexed brass lever handles. 

Finishes: Nickel plate or chromium 
plate. 



H-5620 



H-5640 Mueller Upright Pattern Compression Bath Faucet 
with 4-arm brass handles with interchangeable Chma ni- 
dexed buttons "Hot" and "Cold". Complete with lock nuts 
and hose connection. 



H-5650 Same 
handles. 



above but with indexed 4-arm China 



Finishes: Nickel plate or chromium plate. 



UPRIGHT PATTERN 




H-5640 



DEPENDABLE SINCE J 



1857 



COMPRESSION BATH FAUCET 

FRONT HANDLE 




ImS.^'"'' indexed brass lever 

Finishes: Nickel plate or chromium plate. 



106 



W mark" 



COMPLETE TRIM FOR ROLL-RIM TUBS 





H-5710 



H-5700 



H-5700 Mueller Bath Combination insisting of ^^^f^J^^^^gl'^^tn 
^ath Faucet. H-58ip,20 ga dra.n and ove^^^^^^ 

K^-^'^LpNhr^^a!;'" ompleT Trt tcked in one carton. 
Finish: Nickel plate only. 

Bath 1-aucet. "-58^0,20 ga jlj-am .^^^^ ^^.^ ^^^^^^ ^^j^ 

■;i^?'\':^%h'rfa?"on.plertHm packed in one carton. 

Finish: Nickel plate only. 




COMBINED DRAIN AND OVERFLOWS 




H-5800 



H-5800 13^" Drain and Over- 
How for use with drum traps 
Furnished in 20 gauge only. 

with 



Finish: Rough brass 
parts in tub nickel plated. 

Tee may he reversed for hori- 
zontal waste. 




H-5810 

H-5810 UA" Drain and Over- 
How for use with drum traps 
Furnished in 17 and 20 gauge. 

Finishes: White nickel plated 
with parts inside tub polished 
nickel plate. 

White nickel plate with parts 
m tub chromium plate. 
All chromium plate. 

Tee may he reversed for hori- 
zontal waste. 




H-5830 



H-5830 1^" Drain and Over- 
flow for use with "P" traps. 
Outlet of tee is threaded PX" 
outside I P. thread and is also 
furnished with 1^" OD tail 
piece slip ^ joint connection, 
l^urnished in 17 and 20 gauge. 

Finish: Rough brass with 
parts in tub nickel plated. 




pensate for different tub angles beveled washers at overflow to com- 



DEPENDABLE_S1NCE.^ 



85 



TRADE ^^^fTTBrrM^ MARK 



COMBINED DRAIN AND OVERFLOWS 




H-5840 



H-5840 V/2" Drain and Overflow for use with ''F' 
traps. Outlet of tee is threaded 1^ outside LP 
thread and is also furnished with I/2 O.D. tail 
piece slip connection. Furnished in 17 gauge only. 

H-5842 Same as ahove except outlet of tee threaded 
1^" inside LP. thread. 

Finishes: Rough brass with parts inside tub nickel 
plated. 

Rough brass with parts inside tub chromium 
plated. 




H-5846 



H-5846 2" Drain and Overflow for use with drum 
or "P" traps. Furnished in 17 gauge only. 
Welded link chain and extra heavy rubber stopper 
Outlet of tee threaded 2" outside LP. thread, iail 
piece 2" O.D. 

Finish: Rough brass with parts inside tub nickel 
plated. 

H-5848 2" Drain and Overflow. Same as above 
except outlet of tee threaded 2" inside LP. thread. 

Finish: Rough brass with parts inside tu1) nickel 
plated. 

Rough brass with parts inside tub chromium 
plated. 



All of the drain and overflows shown on this page are furnished with welded Imk chain and extra heavy 
ft^iber stopper Beveled washers furnished at overflow to con,pensate for d.fferent tub angles. 



] DEPENDABLE SINCE ^ 



^FULLY WARRANTED I 



MARK ^ ^ 

ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-5840 




110 



COMBINED DRAIN AND OVERFLOWS 





H-5850 



H-5850 IVs' Drain and Overflow for use with 1^ 
slip joint connection. Furnished in 17 gauge only. 
Finish: Rough brass with parts inside tub chrom- 
ium plated. 

Tee may be reversed for horizontal waste. 



H-5860 

H-5860 \Y%" Drain and Overflow for use with leg- 
less or low pattern tub. Furnished in 17 gauge 
only. 

Finishes: Nickel plate or chromium plate. 



All of the drain and overflows shown on this page furnished with bead chain, Mueller phosphur bronze 
non-spreading chain rings. Beveled washers furnished at overflow to compensate for different tub an- 
gles. 



I DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



Ill 




ROUGHING-IN MEASUREMENTS 



ROUGHING-IN 
MEASUREMENTS H-S8S0 



6 MIN. 
7iMAX. 




H-5650 



13" MiNf 
I4|''max. 



ROUGHING-IN 
MEASUREMENTS H-5860 



56 MiN. 



6§ MAX, 




14 8 MIN. 
•5|"maX. 



lui:PENDABLE SlMrF^ 



^FULLY WARRAN Tgn I 



112 



POP-UP BATH DRAIN 




Interior H-5865 



H-5865 Mueller Pop-up Bath Drain. Size 1^ . 
17 gauge only. Tee outlet provides for 1%" slip 
joint connection, 1^" wiped joint connection, or 
11/2" LP. connection. 

H-5866 Same as above except outlet of tee 
threaded 1]^" inside LP. thread. 

Finishes: Rough brass with parts inside tub 
nickel plated. 

Rough brass with parts inside tub chromium 
plated. 

All working parts removable from inside of the 
tub. The seal is within the tub. No pockets of 
dirty water to foul the tub when refilled. Cannot 
be used for back wall installation. 




The Mueller Pop-up Bath Drain positively removes that bugbear of all 
plumbing installations— the necessity of a panel behind the tub. 




Exterior H-5865 



DEPENDABLE s lNc O»ni=W I< ^FULLY WARRANTED 



TRADE 



113 



LAVATORY SUPPLIES TO WALL 

INLET: ys" LP. SIZE. OUTLET: SLIP JOINT FOR EITHER 
iV OR O.D. DRILLED SHANK 



WITH CHINA HANDLE 
AND ESCUTCHEON 



WITH LOOSE KEY STOP 



WITH WHEEL HANDLE 
STOP 





Wall Supply with indexed four- 
arm China handle and flat China 
set screw escutcheon. 

H-6000 6" inlet, 7'' outlet. 
H-6005 6" inlet, 10" outlet. 



Wall Supply with loose key stop 
and deep stamped escutcheon. 



H-6010 6" 
H-6015 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 



Wall Supply same as above but 
with flat cast set screw escut- 
cheon. 



H-6020 6" 
H-6025 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 



Wall Supply with wheel handle 
and deep stamped escutcheon. 

H-6030 6" inlet, 7" outlet. 
H-6035 6" inlet, 10" outlet. 

Wall supply same as above but 
with flat cast set screw escut- 
cheon. 



H-6040 6" 
H-6045 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 



Finishes: Nickel plate or chromium plate. ' \ 

Dimensions given are from center of stop to end of nipples. 

Both inlet and outlet nipples of supplies are of full weight LP. size seamless annealed 
brass pipe. 



85 
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LAVATORY SUPPLIES TO WALL 

INLET, Vs" I.P. SIZE. OUTLET, FLEXIBLE CONNECTION FOR 
EITHER iV OR ^" O.D. DRILLED SHANK 



WITH CHINA HANDLE 
AND ESCUTCHEON 



WITH LOOSE KEY STOP 



WITH WHEEL HANDLE 
STOP 




Wall Supply with indexed four- 
arm China handle and flat China 
set screw escutcheon. 

H-6050 6" inlet, 7" outlet. 
H-6055 6" inlet, 10" outlet. 




Wall Supply with loose key stop 
and deep stamped escutcheon. 



H-6060 6' 
H-6065 6' 



inlet, 7" outlet, 
inlet, 10" outlet. 



Wall Supply same as above but 
with flat cast set screw escut- 
cheon. 

H-6070 6" inlet, 7" outlet. 
H-6075 6" inlet, 10" outlet. 




Wall Supply with wheel handle 
and deep stamped escutcheon. 

H-6080 6" inlet, 7" outlet. 
H-6085 6" inlet, 10" outlet. 

Wall Supply same as above but 
with flat cast set screw escut- 
cheon. 

H-6090 6" inlet, 7" outlet. 
H-6095 6" inlet, 10" outlet. 



Finishes: Nickel plate or chromium plate. ; ' ' 

Dimensions given are from center of stop to end of nipples. 

Both inlet and outlet nipples of supplies are of full weight LP. size seamless annealed 
brass pipe. 



DEPENDABLE SINCE ^ 



^FULLY WARRANTED 



[■lAgfiitim Mueller #EB3aii 
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LAVATORY SUPPLIES TO WALL 

INLET, 3/^" l.p. SIZE. OUTLET, REDUCING COUPLING WITH 
GROUND JOINT COUPLING FOR LAVATORY FAUCET 



WITH CHINA HANDLE 
AND ESCUTCHEON 



WITH LOOSE KEY STOP 



WITH WHEEL HANDLE 
STOP 




Wall Supply with indexed four- 
arm China handle and flat China 
set screw escutcheon. 



H-6100 6" 
H-6105 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 




Wall Supply with loose key stop 
and deep stamped escutcheon. 



H-6110 6" 
H-6115 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 



Wall Supply same as above but 
with flat cast set screw escut- 
cheon. 



H-6120 6" 
H-6125 6" 



inlet, 7" outlet, 
inlet, 10" outlet. 




Wall Supply with wheel handle 
and deep stamped escutcheon. 

H-6130 6" inlet, 7" outlet. 
H-6135 6" inlet, 10" outlet. 

Wall Supply same as above but 
with flat cast set screw escut- 
cheon. 



H-6140 6" 
H-6145 6" 



inlet, 
inlet, 



7" outlet. 
10" outlet. 



Finishes: Nickel plate or chromium plate. 

Dimensions given are from center of stop to end of nipples. 

Both inlet and outlet nipples of supplies are of full weight LP. size seamless annealed 
brass pipe. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 
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LAVATORY SUPPLIES TO WALL 

INLET, Vs' I.P. SIZE. OUTLET WITH UNION CONNECTION AT STOP 



Slip joint for either -^g" or CD. drilled shanks. 
With wheel handle stop. 



Flexible connection for either -7a" or J^" O.D. 
drilled shanks. With wheel handle stop. 




Wall Supply with wheel handle and deep stamped 
escutcheon. Union connection at stop. 

H-6150 6" inlet, 7" outlet. 
H-6155 6" inlet, 10" outlet. 

Wall Supply with wheel handle and flat cast set 
screw escutcheon. 

H-6160 6" inlet, 7" outlet. 
H-6165 6" inlet, 10" outlet. 

Wall Supply with loose key stop and deep stamped 
escutcheon. 

H-6170 6" inlet, 7" outlet. 
H-6175 6" inlet, 10" outlet. 

Wall Supply with loose key stop and flat cast set 
screw escutcheon. 

H-6180 6" inlet, 7" outlet. 

H-6185 6" inlet, 10" outlet. ... 




Wall Supply with wheel handle and deep stamped 
escutcheon. Union connection at stop. 

H-6190 6" inlet, 7" outlet. 
H-6195 6" inlet, 10" outlet. 

Wall Supply with wheel handle and flat cast set 
screw escutcheon. 

H-6200 6" inlet, 7" outlet. 
H-6205 6" inlet, 10" outlet. 

Wall Supply with loose key stop and deep stamped 
escutcheon. 

H-6210 6" inlet, 7" outlet. 
H-6215 6" inlet, 10" outlet. 

Wall Supply with loose key stop and flat cast set 
screw escutcheon. 

H-6220 6" inlet. 7" outlet. 
H-6225 6" inlet. 10" outlet. 



Finishes: Nickel plate or chromium plate. 

Dimensions given are from center of stop to end of nipples. 

Inlet nipples are of full weight LP. size seamless annealed brass pipe. 
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3H^ FULLY WARRANfED 
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LAVATORY CONNECTIONS 

ELBOW, STRAIGHT AND OFFSET WITH SLIP JOINT AND FLEXIBLE 
CONNECTIONS. INLETS Vs'' LP. INSIDE THREAD 





H-6440 Coupling 
n u t (JV. A. B. M, 
Standard). 

H-6450 Tail piece, 
grround joint 




H-6460 

H-6460 Reducing 
coupling, sizes 



H-6480 

Length 5" 

H-6480 Elbow 
connection, slip 
joint. 



H-6490 
Length 5" 
H-6490 Elbow 



connection, 
ble. 



fle 




H-6500 

Length 5" 
H-6500 Straight 



connection, 
joint. 



sli 




H-6510 Straight 
connection, flexi- 
ble. 




H-6520 

Length 2t\" 

H-6520 Straight 
connection, flexi- 
ble. 



H-6550 

H-6550 Lavatory 
wrench for lock 
nut and coupling 
nut. 



Finishes: Couplings and connections are white nickel plated. Wrench is black Japanned. 



8$ 
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LAVATORY SUPPLIES TO FLOOR 



V 



^^^^ 




H-6560 Inlet LP- thread. 
Outlet, slip joint for t^" or 
^" O.D. drilled shank. 

Full weight LP. size seam- 
less annealed brass pipe. 

Finishes: Nickel plate or 
chromium plate. 



H-6620 Inlet ^" LP. thread. 
Outlet, reducing coupling 
with ground joint coupling 
for lavatory faucet. 

Full weight LP. size seam- 
less annealed brass pipe. 

Finishes: Nickel plate or 
chromium plate. 



H-6740 Inlet ^" O.D. tubing 
with slip joint connection for 
V2" LP. Outlet slip joint for 
i"^" or O.D. drilled shank. 

Finishes: Nickel plate or 
chromium plate. 



These supplies are 29^" long overall. Will permit roughing-in top of lavaiory slab 30 
inches from finished floor line. 



DEPENDABLE SINCE 1 



1857 



I'fully warranted 
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BATH SUPPLIES AND FITTINGS 




^ 



H-6760 

H-6760 iV O.D. Fitsemall Bath Supply. Inlet 
slip joint connection for LP. Outlet — cone gas- 
ket connection to fit shank of any bath faucet. 

Finishes: Nickel plate or chromium plate. 



H-6830 



Size 



H-6830 Ball oflFset connection with ground joint 
connection to fit shank (N.A.B.M. Standard) of any 
bath faucet. Inlet connections or LP. 

inside thread. 

Finishes: Nickel plate or chromium plate. 




H-6770 

H-6770 Bath supply with ball offset coupling to fit 
shank (N.A.B.M. Standard) of any bath faucet. 
Inlet connection only. 

Finishes: Nickel plate or chromium plate. 



H-6850 

H-6850 Single bend union coupling to fit shank 
(N.A.B.M. Standard) of any bath faucet. 1/2" LP. 
outside thread. 

Finish: Rough nickel plate only. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



120 



SOLDERLESS AND SEAMLESS TRAPS 

PLAIN AND WITH CLEAN OUT 
(For Lavatories) 



"P" TRAP PLAIN WITH P.O. PLUG "P" TRAP WITH CLEANOUT AND 

P.O. PLUG 




"P" TRAP PLAIN WITHOUT P.O. PLUG "P" TRAP WITH CLEANOUT WITHOUT 

P.O. PLUG 




Cat. No. Gauge Size Inlet Cat. No. Gauge Size Inlet 

H-7280 With stamped escutcheon 11 I14" 1^/^" H-7283 With stamped escutcheon 11 1^4" 1^4" 

H-7281 With China escutcheon 11 1^4" 1^" H-7284 With China escutcheon 11 1%" 1J4" 



Finishes: Nickel plate or chromium plate. 



1857 
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COMPRESSION FIXTURE SUPPLY STOPS 




H-8000 

Size, Inches 3/^'\ y/' 

H-8000 Mueller Compression straight pattern fix- 
ture supply stop with wheel handle. 

Finishes: Nickel plate, chromium plate or satin 
finish. 

H-8005 With four-arm indexed China handle. 
Finishes; Nickel plate or chromium plate. 




H-8010 

Size, Inches 14" 

H-8010 Mueller Compression straight pattern fix- 
ture supply stop with loose key. 

Finishes: Nickel plate, chromium plate or satin 
finish. 





H-8020 

Size, Inches 1/2" 

H-8020 Mueller Compression Angle pattern fix- 
ture supply stop with wheel handle. 

Finishes: Nickel plate, chromium plate or satin 
finish. 

H-8025 With four-arm indexed China handle. 
Finishes: Nickel plate or chromium plate. 




H-8030 

Size, Inches y/' 

H-8030 Mueller Compression Angle pattern fix- 
ture supply stop with loose key. 

Finishes: Nickel plate, chromium plate or satin 
finish. 



) DEPENDABLE SINCE j 



1857 



^FULLY WARRANTED 
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COMPRESSION FIXTURE SUPPLY STOPS 



— 





H-8040 

Size, Inches H"y V^' 

H-8040 Mueller Compression Fixture Supply Stop, 
straight pattern, with slip joint and wheel handle. 
H-8045 With four-arm indexed China handle. 
Size LP. End Size Slip Joint End 

iV CD. ^" O.D.-tk" O.D.-H" LP. 
^" CD. ^" CD. O.D.-Vs" I.P. 

Finishes: Nickel plate or chromium plate. 



H-8050 

Size, Inches Vs", V^" 

H-8050 Mueller Compression Fixture Supply Stop, 
straight pattern, with slip joint and loose key. 

Size LP 

V2" 



End Size Slip Joint End 

1^" O.D. CD.-vV." CD.->^" LP. 
^" O.D. y^" O.D. fa" O.D.->^" I.P. 



Finishes: Nickel plate or chromium plate. 




H-8060 

Size, Inches ^s", V2" 

H-8060 Mueller Compression Fixture Supply Stop, 
angle pattern, with slip joint and wheel handle. 
H-8065 With four-arm indexed China handle. 
Size LP. End Size Slip Joint End 

z/o" O.D. O.D.-t's" O.D.-Vs" LP. 

14" jV O.D. ^" O.D. O.D.-Vs" I.P. 

Finishes: Nickel plate or chromium plate. 



H-8070 

Size, Inches Vs', V2" 

H-8070 Mueller Compression Fixture Supply Stop, 
angle pattern, with slip joint and loose key. 
Size I.P. End Size Slip Joint End 

m' ^v." O.D. V2" O.D.-A" O.D.-3/^" LP. 

y^" O.D. i^" O.D. O.D.-Vs" I.P. 

Finishes: Nickel plate or chromium plate. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



TRADE 
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COMPRESSION LINE STOPS 




H-8100 

Size, Inches 1", 1^" 

H-8100 Mueller compression straight pattern line 
stop with tee handle. 

Finishes: Nickel plate or chromium plate. 




H-8110 

Size, Inches 1", \%" 1^" 

H-8110 Mueller compression angle pattern line stop 
with tee handle. 

Finishes: Nickel plate or chromium plate. 





H-8120 

Size, Inches Y^", H", 1", 1^" 1^" 

H-8120 Mueller compression straight pattern line 
stop with malleable iron wheel handle. 

H-8125 With brass tee handle. 

Finish: Rough brass. 



H-8130 

Size, Inches Y^", Ya \ 1", 1^" 1^" 

H-8130 Mueller compression angle pattern line 
stop with malleable iron wheel handle. 

H-8135 With brass tee handle. 

Finish: Rough brass. 



1857 
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SELF-CLOSING FIXTURE SUPPLY STOPS 

STRAIGHT PATTERN 





H-8140 

Size, Inches H'\ V^" 

H-8140 Mueller Self-Closing Tee Handle straight pattern 

fixture supply stop, 

H-8145 With 4-arm handle. 

Finishes: Nickel plate or chromium plate. 



ANGLE PATTERN WITH REGULATING DEVICE 




H-8150 H-8160 

Size, Inches 5^" Size, Inches Y^" 

H-8150 Self-closing Tee Handle angle pattern fix- H-8160 Mueller Self-closmg straight pattern fix- 
ture supply stop. ture supply stop with regulating device and 4-arm 
H-8155 With 4-arm handle. handle. 

Finishes: Nickel plate or chromium plate. Finishes: Nickel plate or chromium plate. 

H-8160 has a volume regulator in bottom which may also be used to shut off the water. 
To regulate flow of the water remove cap, loosen lock nut on stem, turn to right to close, 
to left to open. Make adjustment for supply of water by opening main valve full and 
adjust stream regulator to desired flow and set lock nut and replace cap. 



I8§7 



^FULLY WARRANTED 



ROUGH BRASS, MALLEABLE IRON WHEEL HANDLES 



ANGLE PATTERN FOR IRON PIPE WITH 
INDEPENDENT DRAIN 




H-8180 

Sizes, Inches J^'x^", ^"x^" 3/4"x34" 

H-8180 Mueller compression angle pattern stop and drain 
with independent drain in body. 



STJ^AIGHT PATTERN FOR COPPER SER- 
VICE PIPE WITH INDEPENDENT 
DRAIN 




H-8185 



Size, Inches 

H-8185 Mueller compression straight pattern stop 
and drain with inlet for copper service pipe and 
with independent drain in body. 



STRAIGHT PATTERN FOR IRON PIPE 
WITH INDEPENDENT DRAIN 




H-8190 

Size, Inches ^" 

H-8190 Mueller compression straight pattern stop 
and drain with independent drain in body. 



DEPENDABLE SINCE ^ 



8S^ 
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COMPRESSION STOPS AND DRAINS 

ROUGH BRASS, MALLEABLE IRON WHEEL HANDLES 



STOP AND DRAIN 




Sizes, Inches 14", 5^", 1" 

H-8200 Mueller compression straight pattern stop 
and drain. and Y^" sizes have full seat open- 

ing. Capped drain nipple located in dome shaped 
cap which rotates and allows valve to drain from 
either side or any angle. 

Finish: Rough brass. 



H-8200 



STOP AND DRAIN 



Sizes, Inches 1/^" 



2" 



H-8210 Mueller compression straight pattern stop 
and drain. Drain hole located in dome shaped cap 
which rotates and allows valve to drain from either 
side or any angle. 

Finish: Rough brass. 




H-8210 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 
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SEDIMENT AND LAWN FAUCETS 




H-8260 Mueller Compression sediment faucet with 
outside thread and malleable iron wheel handle. 

Finishes: White nickel plate and rough brass. 




H-8270 



Size, Inches 



H-8270 Mueller compression sediment faucet with 
mside thread and malleable iron wheel handle. 

Finishes: White nickel plate and rough brass. 



COMPRESSION GARDEN HOSE AND LAWN FAUCETS 




H-8280 

Size, Inches y^"^ 3^" y, 

H-8280 Mueller compression lawn faucet with in- 
side thread and malleable iron wheel handles. 

Finishes: White nickel plate and rough brass. 




H-.8290 Mueller compression garden hose faucet 
with malleable iron wheel handle. 

Finishes: White nickel plate and rough brass. 



DEPENDABLE SINCE^ 



1857 



r< FULLY WARRANTED ] 



128 



TRADE J 



zW( MARK 



COMPRESSION LAWN FAUCETS 




Size, Inches ^" 

H-8300 Mueller compression lawn faucet with in- 
side thread and malleable iron loose key. 

Finishes: Nickel plate and white nickel plate. 



H-8300 



Size, Inches /^"' 

H-8305 Mueller compression lawn faucet with in- 
side thread and combination malleable iron wheel 
handle and loose key. 

Finishes: Nickel plate and white nickel plate. 




H-8305 



DEPENDABLE SINCE J 



1857 



^FULLY WARRANTED 
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GROUND KEY STOP AND STOP AND DRAI 



N 



PATENT CAP 



STOP WITH LEVER HANDLE 



STOP AND DRAIN WITH LEVER HANDLE 





Straight Way H-8310 

^"^^^^^ ys\ r Size, Inches 



Straight Way H-8320 



34", 1" 



The above are sturdy and high quality throughout. They are satisfactory for any normal servic 
Galvanized tee handles in place of lever handles furnished when specified. 



STOP WITH LEVER HANDLE 



STOP AND DRAIN WITH LEVER HANDLE 




Straight Way H-8330 

Size, Inches Ij^", 2" 

Round Way H-8335 (Not illustrated) 

Size, Inches y/', 34", i", 1^''^ 114"^ 2" 




Straight Way H-8340 

Size, Inches \\'^'\ 2" 

Round Way H-8340 (Not illustrated) 

Size, Inches .. i^", y^'\ l", 114- 2" 



The above represent the highest quality in ground key work. The line was formerly called Colonial. 
Galvanized tee handles, in place of lever handles, furnished on specification. 



1857 
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TRADE ;^TOffJ.-a MARK 



GROUND KEY STOP AND STOP AND DRAIN 



SOCKET HEAD 



STOP WITH LEVER HANDLE 



STOP AND DRAIN WITH LEVER HANDLE 





Straight Way H-8350 Straight Way H-8360 
Size, Inches H", H", 3/4", 1" Size, Inches i^". 5/^'\ z/^'\ 



Galvanized tee handles in place of lever handles furnished when specified. 
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INTERCHANGEABLE PARTS 



EXTENSION PIECE FOR 
DETACHABLE SHANKS 



SEAT WASHER 




COMPOSITION CAP 
PACKING 



H-8420— IK" long. 
H-8421— 3 " long. 
H-8420 — Size, Inches K", 0^" 
only. 

H-8421— Size, Inches, K", H" 
only. 



JJr.^'^fP-Size, Inches 3/^", K", 

In ordering, size and plate 
number of article in which 
washers are to be used must 
be designated. 




H-8440— Size, Inches l^". 

In ordering, size and plate 
number of article in which 
packing is to be used must be 
designated. 



INTERCHANGEABLE HANDLES 
SELF-CLOSING 
CHINA INDEX LEVER HANDLE 



BRASS LEVER HANDLE 




H-8450 

PLAIN BRASS CAP 

H-8460— For Lever Handles. 

H-8470— For four-arm or tee 
handles. 

FOUR-ARM HANDLE 






H-8500 

CHINA INDEX CAP AND 
FERRULE 

H-8480— For Lever handles. 
H-8490— For four-arm or tee 
handles. 

TEE HANDLE 





nated. 



H-8520 

In ordering handles, size and plate number of articl 



H-8530 

e on which handle is to be used must be desig- 
CHINA HANDLES 



SMALL 



MEDIUM 



LARGE 
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INTERCHANGEABLE PARTS 

FOUR-ARM BRASS INDEX HANDLE 



o ^ 




H-8550 

For stops and sink faucets. 

KNURLED WHEEL 
HANDLE 



H-8552 

Button and Ferrule. 

BRASS TEE 
HANDLE 



H-8555 
Metal Index Cap. 



IRON WHEEL 
HANDLE 




H-8560 

For Built-in Valves. 

CHINA INDEX 
LEVER HANDLE 





H-8570 



H-8580 



For use on ^g" or Y/' 
fixture supply stops 

INDEXED BRASS LEVER 
HANDLE 



H-8590 

H-8595 Same as above 
except cast brass. 



H-8600 



PLAIN BRASS LEVER HANDLE 




H-8605 H-8610 

In ordering bandies, size and plate number of article on wbicb bandies are to be used must be desig- 

CHINA AND CAST METAL FLANGES 



'4 



H-8640 

H-8640— 2:7/' bigb. Regularly furnisbed witb all 

built-in valves and fittings. 

H-8641 Same as above except metal. 

H-8642— 3 " bigb. 

H-8643 Same as above except metal. 

H-8644— 1>^" bigb. 

H-8645 Same as above except metal. 




H-8650 

H-8650— 27." bigb and is regularly furnislied witb 
all built-in ])atb valves and fittings witb mtegra] 

StODS. ^ 

H-8651 Same as above except metal. 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 
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FLANGES FOR SINK FAUCETS 



LONG THREADED ADJUSTABLE FLANGE FOR HEXAGON SHOULDER FAUCETS 




H-S670— Sizes Vz" and H". . 




H-8680 



SPUN FLANGE 




FOR IRON PIPE 




H-8710-Sizes ,V' CD., M" I.P., i.p. H-8720-Sizes y,\ J//'. M". 



1857 
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PRESSURE REDUCING AND REGULATING 

VALVE 

FOR HOT OR COLD WATER, AIR AND LIQUID SOAP 





T, ~,An • H-9000 

SIZES- V4' Vs", V^'\ 1". 1^"' 1^2", 2\ 2/2". 

5 to 125 lbs. Special springs are necessary for the latter ranges. 
All valves are set at 45 lbs. delivery, unless otherwise specified. 

repair possible without disturbing valves position m line. 

INFORMATION IN ORDERING: In ordering please specify plate number, size, inlet and outlet pres- 
sure and service. 
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^FULLY WARRANTED 
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INSTALLATION CHART 
H-9000 



FIG. I 
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in direction of arrow on bod? Before Cning "of ■rv''r,''"fi f"" ^""^ d^^" with flow 

expelling of pipe cuttings, chips etc wWh^i^h^ •'^ . ^ °" Pressure side to permit the 

operation. ^ ' ^ ' ' ^^""^ ^'^^^ otherwise lodge on valve seat and interfere with its 

sS'^in S;rec^Ln''S'tL'::SLrr^ ^.-'-'^'^ -lief valve should be in- 

avoided. The Mueller ^^^'^^t'S^Z:t^-:^.Z^ ^ ^ 

s'ltEfactorr ' ^'^'^ for residence use and is extremely 

s"? tharr^sm:„7r°vrrJl^ T^TriilciSet^" l^^ Z'^r^f' 1 '^^^ ^/'^ ^ '-er pres- 

reached the second, or larger valve cuts to assist ^'""^ "'^ "P^^'t^ 

n^cTs^a^V^hV^a^denf^^^ ^.--.-d- Should the repair of one valve be 

removed while the other supphes a least Dartia lv M^^ operation masmuch as one valve can be temporarily 
recommended for high class residence work aDlrtmI .. r'V ^^"^ ^" installation is particularly 

and 2y,", inclusive. resmence work, apartment buildings and other water services between V//' 

fnd^" 'T^"e'prl^c^p{e'?s%rin\^:?l^'Tu:^S^hi^^^ '^^ '^"'V'"'^^ ^ ---- '-tween 2" 

of the service.'^ As in installatiorFig 2 S simoX r.,^^^^^ ""^i*"'"' ^'P^*^'*^ -"^ "^^'^^ 'hat 
valves, where small volumes arrpassfng a slSv on.n.i T ■nte'-rupting service. On large 

wire drawing is also to be contended with w fi rbatterrof sm^n " T'^'"'- "^^^^ conditions 

are full open which assures quiet and long lifed service ^ operating m sequence seat.^ 

To determine the number of valves equal to a larger service consult Fig. IV. 
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TRADE ^W7^ilUiMJrRi MARK 



PARTS LIST 
H-9000 





Body 



Diaphragm 



Diaphragm 
Spring 




Si 



Body Cap 



Spring Chamber 



Diaphragm Gasket 



Cap Gasket 



Spring 
Button 



Yoke Plug and 
Seat Disc 



Pressure Plate 




Yoke 




Seat Ring 
Gasket 



Adjusting 
Screw 



Cap 
Spring 



Lock 
Nut 



Stem 
Nut 
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PRESSURE REDUCING AND REGULATING 

VALVE 

FOR HIGH PRESSURE HOT OR COLD WATER, AIR AND OIL 





H-9010 H-9010 

hot'^oy^^oW wTtor '^"'"'y H-9010 Pressure Reducing and Regulating Valve is suitable for high pressure 
hydr^^lL^'and tdus^iaT'^iulUeVn'"^ °" "^'^'^ ■"•"^"'•^ installati^ns'^and on 

SIZE: H", V2", V4", 1", VA", VA", 2". 

PRESSURE RANGE: Valves are assembled, set and tested on orders only for conditions as outHn^H 

JoNSt1uk47on VTIT''' r""""^ ""^ '° delivery^.ressur°es SOoTbs""'- 

CONSTRUCTION: The H-9010 regulator is made entirelv of bronze with phosphor bronze diaDhnirm, 
It has special composition seat material which is not affected by high temperatures ^'apbragms. 

wlllC'di^ttbing'eaW:", h,:e.'""'' ""^ '''' "'^^ ''e changed 

.?o^?;^,'?lf;o7i;e5r';tv^e°"^l^rlL^^ ^^^--^^ - ^f galvanized 

l^^^l^Z:^, Ictw doi;^,:. 'W::!^-::iJZr ^actf cilr;:^ °" ivh'er ^--'^^ 

may n,crease install either the Mueller H-904S or H-9W0 Pressure Relief wi^e '^"^ 
If^^g^''''™ IN ORDERING: Please specify plate number, size, inlet and outlet pressure and 






U 


E * 





Size 


A 


B 


C 


D 


E 


WT. 
























2 '/a 




/ I'A 


'/a 










la 


1 / '/it. 






10 










1 




1 1 




2 Mu. 






I'yk. 






7 




7 








»^ 


7 '/a 




7'^u 


31>/z 


2. 








3'/© 




54^ 
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PRESSURE REDUCING AND 
REGULATING VALVE 

AUXILIARY OPERATED 
For Hot or Cold Water, Air and Gas 





H-9020 



H-9020 



End to End ... 2hi 

C. to Top d^js 6§| 

Diameter Hood 6hl 6ii 

Weight 83/4 9^ 



2 

Face to Face Std 7V2 

Face to Face Ex. Hvy. . . 9 

C. to Top 15^ 

Diameter Hood 12 

Weight 120 



STD. 
Thick 



\% 

\% 

1 

1/8 
1^ 
1^ 



Size 


O.D. 


1/2 


5 


2 


6 




7 


3 


7/2 


4 


9 


5 


10 


6 


11 


8 


13/ 


10 


16 


12. 


19 



34 

8/ 
26 



2/2 
9 
10 

16A 
14/4 
196 



SCREW END 
1 

6/ 
10^ 

38 

FLANGE END 



1/ 


1/ 


2 








10/ 

85/^ 








12 


40 


58 


108 



3 

9/ 
lOH 
18^ 
14^ 
230 



4 
11 

12/ 
20/ 
16g^ 
265 



FLANGE DIMENSIONS 



Bolt 
Circle 

3Vs 
4H 
5/ 
6 

7/ 
8/ 
9/ 

113/4 
14/ 
17 



2/ 
7/ 
16,'^ 
147^ 
173 



5 


6 


8 


14 


15/ 


18 


14/ 


16 


20 


20§§ 


23 


2434 


163^.^ 


18 


20 


339 


472 


617 









EX. 


No. of 


Size 






Bohs 


Bolt 


O.D. 


Thick 


4 


/ 


6/8 


\l 


4 




6/ 


% 


4 


H 


7/ 


1 


4 


% 


8/ 


1/8 


8 




10 


1/ 


8 


Ya 


11 


134 


8 


Ya 


12/ 


ll^ff 


8 


Ya 
% 


15 


15/^ 


12 


17/ 


17/^ 


12 


^8 


20/ 


2 



3 

8i^ 
18i^ 
14^ 
202 



10 
20 
25 

31H 
23/ 
836 



4 

20/ 

16lf:l 

215 



12 

23^ 
28 
34 ^ 
293/s 
1575 



Bolt 


No. of 


Size 


Circle 


Bolts 


Bolt 


4/ 


4 


Ya 
Y% 


5 


8 


5^ 


8 


Ya 


W% 


8 


Ya 


7% 


8 


Ya 


9/ 


8 


Ya 


10^/ 


12 


Ya 


13 


12 


Vs 


15/ 


16 


1 


17^/ 


16 


1/ 
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INSTALLATION CHART 
H-9020 



??'i'I£J ™ LOW Pttsstmi MAM 




Figure 2 

SIZES: H", y^", 1", ly^"^ 2", 2/.", 3", 4", 5", 6", 8" 10" and 12" 

and^lhh^dtanlSm h'o''oJ"'fn" CnnL^f^"'^ ^"'^ P?^^'"^ direction of arrow on body 

,r prer^e'4"in';r/fr;-o7 -rf ro^ r'" 
|"o" ^pip*riL-pt°cH?prs:^^^^^^ ro"v£=- ^'-^^ to%eit.^fc,L. 

d^ni^^fn^YePvL'^ ORDERING: Please specif, plate number, si/e, inlet and ouUet pressure, flange 
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STRAINER 

FOR WATER, STEAM, AIR, GAS AND OIL 





H-9030 



H-9030 



SERVICE: The Mueller H-9030 Strainer is suited for filtering water, steam, air, gas, oil or any non-active 
liquid or gas. 

SIZE: 'A", Va\ 1", Wa"^ 1/2", 2", 2Vi\ 3", 4". Note: (All screw end). 

CONSTRUCTION: The V^" and V^' sizes are made of bronze while sizes W' to Z" inclusive are of gal- 
vanized iron Size 4" alone is iron with black Japanned finish. The inverted basket screen is of phosphor 
bronze wire cloth and can be used on any type of service. 

In the bottom of sediment chamber is a clean-out plug which can be removed without ^^^f y^^^^^^^^^^^^^ 
position in pipe line. The tapping for plug is LP. size which will permit the msertmg of blow off valve 
if such is desired. 

INSTALLATION: Strainer should be installed in service line with sediment chamber down It should 
be located prec^^^ meter and all plumbing fixtures. One piece of scale, pipe cutting or sand will injure 
meter's mechanism and destroy a perfect faucet or ball valve seat. 

Where strainers are used in cold climates care should be taken to iiistall same in a warm and protected 
place When draining a job for the winter remove cleanout plug. The sediment chamber is always full 
of water and if not drained will freeze, bursting stranicr body. 

INFORMATION IN ORDERING: Please specify plate number, size and service. 




SIZE 


A 


B 


C 


D 




Weight 


'/e" 


2'/s 






1 'Ve" 






Va 




1% 






3^ .. 


Sit" 


y& 


z> 








1 'A. •■ 




'/£• 


3' 








1 *A •• 


2'/z '• 




3% 








1 V 


3W- 


I" 


AVi 


3'% 






1 Vz '• 


6'/^ •• 




s% 










10 • 




6 '/S 






6% 




13^ • 


2" 








T% 


3' •• 


ZOif •■ 






6-% 






3 •• 


aoJt •• 


3" 










3*/2.- 




A- 


12% 




6 




iVz.- 


100 



Note: E represents LP. size of cleanout plug connection. 
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STRAINER 

FOR WATER, STEAM, AIR, GAS AND OIL 




H-9040 

SERVICE: Tlic Mueller H-9040 Strainer is suited for filtering water, steam, air, gas or oil. 
SIZE: 3", 4", 5", 6", 8", 10", 12". Note: (All flange end). 

CONSTRUCTION: The H-9040 Strainer is of cast iron body with black Japanned finish. The basket 
screen is of the inverted type and of phosphor bronze screen wire. All joints are seamed and free from 
solder. To clean strainer it is necessary only to remove bottom clean-out plug. This connection is of I P 
size and permits the inserting of valve if desired. To inspect screen basket remove bottom plate. 

INSTALLATION: Mueller H-9040 Strainers are more frequently installed on water mains where sand 
fish or trash interfere witli w^ater service. Strainers should always be installed with sediment chamber 
down and with flow in direction of arrow cast on body. 

If unit is to be placed on line to pump make installation on suction side. Located in this position strainer 
protects pump as well as removes all sediment and reduces the possibility of pipe line stoppage. 

INFORMATION IN ORDERING: Please specify plate number, size, service and flange drilling. 



TOP 



i^JUE -LEf? 

Ftfii r'o. 




T 



size: 


A 


D 


c 


D 


E 


F 


Vfeight. 


a" 


12" 


7'/2 






3'/a 


eV4" 




A" 


1 7'/2 




6" 


12' 




10" 


150.. 


5 


zoX 


12 


^% 






1 r 


EOO 


G" 


24% 


1314 




\e'A 


2" 


12^2 


3E5.. 


a" 


ze,yi 


1 <\% 


1 1 Ve 


\Q% 


2" 


15" 


575 


lO' 




Z\% 




22" 


Z' 


I7>2 




12" 


37 


ZZ% 


16/6 


2 5" 


2" 


20 


l£00., 



Note: E represents LP. size of cleanout plug connection. 
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RELIEF VALVE 



FOR HOT OR COLD WATER, AIR AND OIL 




Sf^f^ Bc/rrorv 




H-9045 H-9045 

SERVICE: The Mueller H-9045 Relief Valve is designed to relieve dangerous and excess pressures. It 
is particularly adapted to hot or cold water installations but will serve equally as well on air or oil. 
SIZE: Vz" size only with ^" outside thread inlet; ^" inside thread outlet. 

PRESSURE RANGE: Valves are carried in stock set at maximum relief pressures of 50, 75, 100, 125 and 
150 lbs. Valves can be supplied set at any pressure between 50 and 150 lbs. upon request. To insure 
prompt delivery order stock valves. 

CONSTRUCTION: The H-9045 Relief Valve is diaphragm operated and of all bronze construction. Its 
diaphragm area is thirty-five times its seat area which insures sensitive operation. Diaphragms are of 
phosphorous bronze material and are resistant to heat and corrosion. 

The sea^- material is of steam cured composition stock and likewise is unaffected by temperatures. Its 
smooth hard texture together with bead seat and diaphragm construction insure a quick and effective re- 
lief without fear of corrosion or sticking. 

The H-9045 valve conforms to the A.S.M.E. Boiler construction code and has been approved by the Un- 
derwriters. The A.S.M.E. lettering on body signifies the approval of both. 

INSTALLATION: Valve should be installed with spring chamber up. Authorities differ as to location 
of valve in relation to boiler and hot or cold water lines. We recommend that valve be placed as near 
boiler as possible on either line. The following installation is typical and can be followed. 
INFORMATION IN ORDERING: Please specify plate number, size, maximum relief pressure and 
service. 



i?Ei.i6r \/AL\/e 
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RELIEF VALVE 

FOR HOT OR COLD WATER, AIR AND OIL 




ADJUSTING SCREW 




■SPRING BUTTON 



[SURE PLATE NUT 
SURE PLATE 



H-9050 



SEAT DISC SCREW 

BODY 

H-9050 



Its duty is to re- 



SERVICE: The H-9050 Relief Valve is designed for hot or cold water, air and oil 
lieve dangerous and excess pressures voluntarily or involuntarily created. 

SIZE: i^", 1", 1^", 1^" and 2". 

PRESSURE RANGE: Valves are regularly carried in stock set at 30, 50, 75, 100 and 125 lbs maximum 
relief pressure. Upon request valves will be furnished set at any pressure up to 125 lbs. For promot 
delivery order stock valve. ^ v^^i^^i 

Valves size and 1" can be furnished of heavy construction for pressures between 125 and 250 lbs 

All valves tor this range are made on order only and for maximum pressure indicated. 

CONSTRUCTION: The H-9050 Relief Valve is of straightway body design with inside thread inlet and 
outlet connections. Standard construction for pressures up to 125 lbs. is bronze body and stem grav iron 
diaphragm l)ase and spring chamber and phosphorus bronze diaphragms. For pressures from 125 to 2S0 
lbs. all parts are bronze. 

The diaphragm area of H-9050 Relief is approximately seventy times the seat area or of the V^' size fifteen 
square inches. Ihe importance of this fact is that for every one pound increase in pressure there is fifteen 
pounds exerted against diaphragm to open valve. This same force of one pound exerted against the full 
seat area of a 54 spring loaded pop safety or weight operated valve would amount to approximated 1 /5 
ated type""^^'*^ therefore 15 to 1/5 or 75 to 1 which proves the non-sticking feature of a diaphragm oper- 

The seat disc is of non-corrosive, non-sticking steam cured composition material and capable of with- 
standing extreme temperatures. It is easily removable which insures speedy repair should its surface hf> 
disfigured by scale, chips or other destructive elements. 
Valves size .>4" and 1" conform to the A.S.M.E. 
boiler construction code and have been approved by ^ 

both the Underwriters and the National Board of \ W A W 

Boiler Pressure Vessel Inspectors. 

INSTALLATION: Valves should be installed with 
spring chamber up, with flow in direction of arrow 
cast on body and with outlet connected to suitable 
discharge. As to whether valve should be on cold or 
hot water side of boiler is optional. In the accom- 
panying installation sketch it is shown on hot water 
side. Particular care should be taken to blow out 
pipes before connecting valve. The lodging of a par- 
ticle of scale or pipe cutting will cause valve to im- 
properly seat. This precaution saves many service 
calls. 

INFORMATION IN ORDERING: Please specify 
plate number, size, relief pressure and service. 




j DEPENDABLE SINCE 1 



1857 



^FULLY WARRANTED ^ 



144 



TRADE 



COMBINED CHECK AND PRESSURE 
RELIEF VALVE 



FOR COLD WATER 




Adj. Sc«evw 



SRRirsKS Bottom 



Pressure Plai 



DiAPM. SpRiNQ 



Seat Wasmir 




OtAPH. Gasket 

STEM 



OiAPM bAse 

PlSTOtJ 



H-9055 



H-9055 



SERVICE: The Mueller H-9055 Combined Check and Pressure Relief Valve is designed to eliminate the 
return of water in system to city main and to relieve any dangerous and excess pressure which might be 
created through the heating of water. 
SIZES: ^" and Ya" only. 

PRESSURE RANGE: Valves are carried in stock set at maximum relief pressures of 50. 75, 100, 125 and 
150 lbs. Valves can be supplied set at any pressure between 50 and 150 lbs. upon request. To insure 
prompt delivery order stock valves. 

CONSTRUCTION: The H-9055 Check and Relief Valve is a combination pressure relief and dead 
weight check. The check valve body is of globe pattern with inlet pressure lifting seat. As flow ceases 
seat plunger falls in place, preventing the return of water to city main which, in many cases, is extremely 
destructive to meter disc. 

The relief valve is diaohragm operated, having a diaphragm area thirty-five times the seat area. ^ Its com- 
position seat eliminates any possibility of valve sticking and insures a positive and sensitive relief. 
AH parts of the combined unit are of bronze and free from corrosion. All close fitting joints are elimi- 
nated which further insures satisfactory operation. 

The H-9055 valve conforms to the A.S.M.E. Boiler Construction Code and has been approved by the Un- 
derwriters. 

INSTALLATION: Valve should be installed with flow in direction of arrow on body and with spring 
chamber up. The following recommended installation is advisal)le since any short circuiting of hot water 
in the cold water lines is eliminated as well as the return of hot water through meter. Drain should be 
piped to some convenient place of discharge. 

INFORMATION IN ORDERING: Please specify plate number, size, and maximum relief pressure. 

MUELUER \A^<:^— — COL.O 
COMBIMEO CMCCK .HOT 
AND RELIEF VALVE 





BOlUeLR — 



MOELL£R STOP AKIO 0»AiKl 



M 



.HEATER 
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SERVICE: The H-9060 Pump Governor is designed to control through pumps discharge the steam suo- 
ply and tlu-rchy mamtani a constant delivery pressure. "'sciidrge, ine steam sup- 

SIZE: Screw End, H", Vz", V4", 1", \%", PA", 2", Z'A", 3", 4" 
Flange End, 2", 2^", 3", 4", 5", 6", 8", 10", 12". 

PRESSURE RANGE: The H-9060 valve is suitable for pressures up to 150 lbs. in standard Pattern 

IZ'Z^ "'a '° • , 'y" h'^^'^y P^*"*^"^ ^'"1 °f 300 lbs. with a 1 bro. izfcon- 

struction. A range m delivery of between 20 and 30 lbs. can be obtained without changing springs 

L''d2flhiVeS^i°^u'""sl^s'hav;^;o^u.o^ ^'^^ '° ^'^^ 

Flange end valves made in sizes Ij^" to 12". All these have iron bodies. 

All seatages are of navy bronze material and resistant to cutting or wire drawing. Working parts are of 
bronze with phosphorous bronze diaphragms. vuiivm^ parth are or 

INSTALLATION: Place valve on horizontal line with diaphragm chamber up. Diaphragm chamber 
shou d be connected to discharge main or receiver a short distance from pump. Valve Xn placed i^l^^i^ 
should have steam passing in direction of arrow on body. Piacea in nne 

INFORMATION IN ORDERING: Please specify plate number, size, highest and lowest steam pres 
sure, discharge pressure and if possible quantity of steam to be used. ^ 
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PRESSURE REDUCING AND 
REGULATING VALVE 

AUXILIARY OPERATED 
For Steam and Hot Oil 





H-9070 



H-9070 



Vs V2 

End to End ... 2^ 2hh 

C. to Top 6T'ff 6§i 

Diameter Hood 6Ji 6ii 

Weight 83/4 9^ 



8^ 
26 



SCREW END 



1 

6^ 
10^4 

85/^ 

38 





1/2 


2 






IDA 




155/^ 






12 


40 


58 


108 



2/2 
7/2 

16i^ff 

147/8 

173 



181^ 

14/8 

202 



4 

10^8 

20/s 

16^2 

215 



FLANGE END 



2 

Face to Face Std 7y^ 

Face to Face Ex. Hvy. .. 9 

C. to Top \Ss/s 

Diameter Hood 12 

Weight 120 



Size 

1/2 
2 

2/2 

3 

4 

5 

6 

8 
10 
12 



CD. 

5 

6 
7 

7/2 

9 
10 
11 

13^ 

16 

19 



STD. 
Thick 



Va 
\% 

1 



2/2 
9 
10 

16t^ 
147/^ 
196 



3 

9^ 
103/i 
18t^ 

147/^ 

230 



4 
11 

12/2 

2014 
16fi^ 

265 



5 


6 


8 


14 


15^ 


18 


14^ 


16 


20 


20^8 


23 


24.)4 




18 


20 


339 


472 


617 



FLANGE DIMENSIONS 



Bolt 
Circle 

3% 

43/4 
5/2 

6 

7V2 

9/2 

11314 
1414 

17 



No. of 
Bolts 

4 

4 

4 

4 

8 

8 

8 

8 
12 
12 



Size 
Bolt 

/2 

H 
V% 
H 

V4 

Va 

7/8 



EX. HVY. 



CD. 


Thick 








% 


7^2 


1 




10 


IVa 


11 




12^ 




15 


15/8 


17^ 


m 


20^ 


2 



10 

20 
25 

31H 
23 V2 
836 



12 

23^ 
28 

34^i 
2934 
1575 



Bolt 


No. of 


Size 


Circle 


Bolts 


Bolt 


4/2 


4 


Va 


5 


8 


Vs 


SVs 


8 


Va 


6/8 


8 


Va 


77/s 


8 


Va 


914 


8 


Va 




12 


Va 


13 


12 


Vs 


15^ 


16 


1 


17^;4 


16 
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INSTALLATION CHART 
H-9070 




Figure 2 



vfrviL^^;,-.! nr = ? Pressure Reducing and Regulating Valve is designed to reduce high or 

Tnc/n L pressures to a lower and constant delivery. It is particularly adapted for steam and hot o^l 

installations, finding a ready use in building, heating, and industrial plants. 

SIZES: M", Vz", V4", 1", 2", 2J^", 3", 4", 5", 6", 8", 10", 12". 

!'^f^^?9V?K^ ^^^P^' ^^'"^^ ^""^ furnished of standard weight castings for controlling inlet pressures 
patterns are used *° P^"^"^*^^ 125 and 200^Ibs ext'ia heav^ 

7r.f IZt^l furnished for inlet pressures between 200 and 400 lbs. of cast steel with monel trimmings 
for super-heat work. Valves are not recommended for service above 400 lbs. initial pressure. 

J'*'"'^' ^i"""'?- ipstalled with flow passing in direction of arrow on body and 
Tilt ''f P'^'^^f" chamber up. Auxiliary piping should be installed as indicated with inlet connection in 
neck of regu ator and with outlet connection, at least six feet from regulator in low pressure "ine The 
H 90^''',tr^inerV';°""'rir. >e in top of diaphragm hood. It if recommendld Xt an H-^30 or 

";mt wetraTtS^fixtu^^e'ilr^tL^suTe'^^er^Tcf '"-^^ ""'^ ^'^^'"^^ *° ^^"^'^ 

lSfs°r'lke'^^^°^ ORDERING: Specify plate number, size, inlet and outlet pressure, flange drilling, 
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PRESSURE REDUCING AND REGULATING 

VALVE 

FOR STEAM AND HOT OIL 




piston bu5hinq 
metal" 

SEAT 

PUSHER PLATE 
& POSTS ^ 



INLET NIPPLE 



5TEEL OR BRONZE SPRINQ 
BODY 
OUTLET 




SAFETY 5T0I 
PRESSURE PLATE^ 
SPRINQ CHAMBER 
5PRINQ BUTTON 

ADJU5TINQ SCREW- 



ONE OR MORE PHOSPHOR 
BRONZE DIAPHRAQMS 

STEEL OR PHOSPHOR 
BRONZE 5PRINQ 



INSTALL WITH OIAPHRAQM 
CHAMBER DOWN 



H-9080 



H-9080 



heating, cooking and process installations. 
SIZES- Va", V»", Vz", H", 1". 1^4", IK'". 2". 

PRESSURE RANGE: Valves are carried in stock for initial pressure np to 200 ll.s f ^^'f''^"/ 
Ganges of 5 25 20 SO and 35 to 75 lbs. They can be furnished for a niax.mun. debvery of 125 lbs. upon re- 
quest. ... 
rONSTRUCTION- The H-9080 Pressure Reducin- and Regulating Valve is of iron with j^ronze 
w?rkinl parts navy bronze seatage and phosphorus bronze diaphragms. All parts subject to wear are 
easilv accessible and can be repaired without removing valve from line. 

Fal regulator is furnished complete with galvanized iron strainer. The phosphorous bronze screen wire 
is resistant to heat and affords a positive protection to regulator seat. 

INSTALLATION: Valves must be installed with flow in direction of arrow on body. For best results 
install with adjusting screw down. 

INFORMATION IN ORDERING: Please specify plate number, size, inlet and outlet pressure and 
service. 




SIZE 


A 


B 






e: 


F 




-4- 


3 ^ 






k 






ij^ lbs 














3 


lO^ " 














3 


11 " 












^% 




















nii 






-If 


-7 IS/ 












^¥ 














2. 




3^' 










SI " 
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PRESSURE REDUCING AND REGULATING 

VALVE 




FOR AIR, GAS AND OIL 

PISTON BU5HINQ 



COMPOSITION 
SEAT 




STEEL OR BRONZE SPRINQ 
BODY 



SAFETY STOP 
PRESSURE PLATE 
5PRINQ CHAMBER 

SPRINQ BUTTON. 
ADJUSTING SCREW- 



ONE OR MORE PHOSPHOR 
BRONZE DIAPHRAQMS 

STEEL OR PHOSPHOR 
BRONZE SPRINQ 

,VENT HOLE 



INSTALL WITH DIAPHRAQM 
CHAMBER DOWN 



UJ 

H-9090 H-9090 

SERVICE: The Mueller H-9090 is designed for the control of air, gas and oil pressures. It is especially 
adapted to large reductions where a slight variation is not objectionable. 

SIZE: 34", Vs", K2", V4\ V\ \Va \ 2". 

PRESSURE RANGE: Valves are carried in stock for initial pressure up to 200 lbs. and for deliveries 
of 5-25, 20-50 and 35-75 lbs. Valves in sizes up to and including 1" can be furnished of bronze for initial 
pressures up to 500 lbs. 

CONSTRUCTION: The Mueller H-9090 valve is regularly made of iron with bronze working parts and 
phosphorous bronze diaphragms. The seat disc is of composition material of metal hard texture and is 
not affected or attacked by gas or oil. 

Valves are constructed free from close fitting working parts and sediment collecting chambers. They are 
therefore subject to long life and uninterrupted service. 

A galvanized iron strainer is also furnished with each valve. The added protection which strainer offers 
pays many fold its original cost. 

INSTALLATION: It is recommended that valves be installed with sediment collecting chamber and 
adjusting screw down. In this position its maximum service is assured. 

INFORMATION IN ORDERING: Specify plate number, size, initial and delivery pressure and service. 
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REGULATING VALVE 

GAS AND OIL FEED BURNER CONTROL 




SERVICE: The Mueller H-9100 is used for the automatic control of boiler pressure where either gas or 
oil is used for fuel. 

SIZE: Screw End, V»'\ /a", V,", 1". m„". 1/^". 2", 2/.". 3". 4". 
Flange End. 2", 2/.". 3", 4", S", 6", 8". 10", 12". 

PRF<;'^TIRF RANGE- This valve is suitable for pressure up to 150 lbs. in standard pattern and 200 
Ib^in e^fra heavy pattern A ?ange of between 20 and 30 !bs. can be obtained w.thout changing spnngs. 

rr»J«;TRTTrTION- Valves size Vi" to 1'4", inclusive, have heavy bronze bodies; from V/2" to 4" they 
ar??urniSTcr?wend oTiron and end of iron. All valves have phosphorous bronze 

diaphragms, composition seat material and phosphorous bronze workmg parts. 

INSTALLATION: Place valve on a horizontal hne with diaphragm chamber uid Oil or gas should 
pass through valve in direction of arrow on body. Connect diaphragm hood to boiler. 
INFORMATION IN ORDERING: Please specify plate number, size, oil or gas pressure desired, boiler 
pressure and service. 
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FLANGES, BELL ENDS AND BOLTS 



F 



The following are 
Valves. 
Pipe sizes 

Outside diameter A 
Thickness C 



Pipe sizes 

Outside diameter A 
Thickness C 



Pipe sizes 

Outside diameter A 
Thickness C 




^ 



Fiangc 




Bell End 



REGULAR STANDARD FLANGES 

the sizes of Pipe Flanges Bell Ends and Bolts for Reducing and Regulating 



1/2 
5 



2V2 
7 



3 

7/2 



4 5 
9 10 



6 
11 
1 



7 8 
\2y2 13^ 



HEAVY STANDARD FLANGES 

1^ 2 2^ 3 4 5 
6 6^ 7^ 8^ 10 11 

Va \l Va % lA li^c 

EXTRA HEAVY FLANGES 

1^ 2 2^ 3 4 5 
6 6.1/^ 7^ 8^ 10 11 
it % 1 1^ \% UA 



6 7 8 
12^ 14 15 
IVa 1A 13/^ 



6 7 8 
1214 14 15 

lA 1^ m 



10 12 
16 19 
lA 114 



10 12 
17^ 20^ 



10 12 

171^ 20^ 

m 2 



Size, In. 

Size, In. 

Size, In. 

Size, In. 

Size, In. 

Size, In. 



Size, In. 

Size, In. 

Size, In. 

Size, In. 

Size, In. 

Size, In. 



2x7 
3x9 
4^x10 
5 xl3i^ 
8 xl6 
12 x21 



2x7^ 
3 xlO 
41^x11 
5 xl5 
8 xl75^ 
12 x22K- 



STANDARD REDUCING COMPANION FLANGES 



2x7^ 
3^x 9 
4 xll 
6 xl3^ 
9 xl6 
10 x22^ 



2j/x 7^ 
3x9^ 
4^x11 

7 xl3^ 

8 xl9 
12 x22^ 



2x8^ 
3y2X 9y4 

5 xll 

6 xl5 
9 xl9 

10 x235^ 



HEAVY REDUCING COMPANION FLANGES 



2x8^ 
3)^x10 
4 xl2i^ 
6 xl5 
9 xl75^ 
10 x23i^ 



2^x 8J4 
3 xlO^ 
4^x12^ 

7 xl5 

8 x20 
12 x23i/> 



2x9 
3>^xlO^ 

5 xl2^ 

6 xl6^ 
9 x20 

10 x25 



2^x SV2 


3 X 8y2 


2y2X 9 


4x9^ 


31^x10 


4 xlO 


4^x121^ 


5 xl2^ 


6 xl2^ 


7 xl5 


8 xl5 


7 xl6 


10 xl9 


9 x21 


10 x21 


12 x23^ 


12 x25 




FLANGES 






23^^x 9 


3x9 


21^x10 


4 xlOi^ 


3^x11 


4 xll 


4^x14 


5 xl4 


6 xl4 


7 xl6^ 


8 xl6i.^ 


7 xl7^ 


10 x20 


9 x22^ 


10 x22^ 


12 x25 


12 x27 



STANDARD BELL END CONNECTIONS FOR 150 LBS. WATER PRESSURE 

Pipe sizes 3 4 6 8 10 12 

Diameter flange (A) 8^4 10 12^ 15 17^ 20 

Length over all (B) 711 8^ 9^^ 103/g 9M 8M 



16 
25 
5^ 



20 
29^ 
7y2 



Pipe sizes 

Diameter flange (A) 
Length over all (B) 



WOOD PIPE CONNECTIONS 

3 4 6 8 10 12 16 20 

10 12^ 15 171^ 20 

^Vs 9ys lOVs 9'n 8^5 

DRILLING FLANGES 

When Companion Flanges are ordered and shipped with regulators they will be drilled standard un- 
less otherwise specified. Reducing flanges and special flanges will not be drilled unless full specifications 
are given. AH flanges are faced. 



Always Order by Number 
For Prices See Mueller Price List 
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HEATING SYSTEM 

FOR THE AUTOMATIC CONTROL OF HOT WATER HEATING 




RELIEF VALVE 



REDUCING VALVE 
STRAINER 



SERVICE- The Mueller H-9500 Heating System is designed to automatically supply water to hot water 
heating boilers and to automatically discharge water should the pressure approach a danger point or boiler 
guarantee The damper control affords automatic draft with reduced fuel consumption and more even room 
temperatures. The entire unit lends itself to clean, efficient and safe iieating without fear of forgetfulness 
or carelessness, both of which, as human elements, are so destructive and dangerous. 

SIZE: The Mueller Heating System is made in size only and is adapted for any job up to and in- 
cluding three stories in height or comprising less than 15,000 square feet radiation. 

CONSTRUCTION: Mueller Co. has, in this Heating System, portrayed the talents of their engineers 
in the construction of such sensitive and positive valves. Every point of safety has been given attention 
with the result that the system is entirely fool proof. It is impossible to make any adjustment on regula- 
tor which will prevent the entrance of water to boiler. It is impossible to make any adjustment to relief 
valve which will result in the valve being closed or not opening at the pressure at which boder is guaranteed. 
It is impossible should w^ater supply vary for water in system to vent back into supply line leaving system 
dry. These are a few of the superior points which go to make up the Mueller unit. 
All valves have removable seats of bronze with 
special composition seat disc and with phosphor 
bronze diaphragm, which are extremely resist- 
ant to corrosion and high temperature. All 
valve working parts are of bronze with close fit- 
ting joints and sediment collecting pockets 
entirely eliminated. The large sediment collect- 
ing chamber with inverted wire screen basket 
prevents any particle of sand, pipe scale, or 
chips entering valves and interfering with their 
operation. 

The Mueller HEATING SYSTEM IS SUPE- 
RIOR BECAUSE 
No rubber or solder joint diaphragm 
No soft or easily corroded seat disc 
No possibility of creating excess pressure 
No sediment or lime collecting pockets 
No complicated valve mechanism 
No corrosive metal working parts 
No close fitting guides or guide rings 
No working parts which cannot be easily re- 
placed 

The big red Mueller Heating System is designed 
correctly with proper diaphragm area for a long 
dependable service. 




[DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



153 



INSTALLATION CHART 
H-9500 



AlW VCNT — 

Met*. 

All ether op«n'uig» 

plugged 



AlP REsePvoiP 




INSTALLATION: Wherever possible install system near top of boiler as illustrated. In such a posi- 
tion sediment collecting in bottom of boiler does not discharge through valve or interfere with its opera- 
tion. 



When installation is complete, close all air valves and open stop. Allow water to flow into system until 
a pressure of ten pounds is shown on the gauge. A variation of a pound or so is not objectionable as long 
as the reducing valve has filled the system with water. In cases where a high pressure is needed, as in 
a three story building, merely screw up on the adjusting screw at bottom of Reducing Valve until the 
valve opens and passes water into the system. Watch the gauge until the pressure reaches about fourteen 
pounds which should be enough for the average three story building. 



Install with combined stop and check handle in upright position. Install with strainer sediment collecting 
chamber down. Keep stop and check valve open unless it is necessary to drain system or close for repair. 
The illustration at the top of the page is a typical overhead installation of the Mueller Heating System. 
On overhead jobs air collects at highest point in the system or at top of riser and unless an air reservoir 
is provided its circulation will be interfered with. We recommend that an air collecting chamber be in- 
stalled as indicated with vent in side for relieving air similar to radiator vent. With such an installation 
rapid and uninterrupted circulation is guaranteed. ' ! . ; . ' 
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PIPE END REAMERS 

(Patented) 




H-10675 — Large, Ratchet Pattern, reams pipe Y^'^' to 3". 
H-10676 — Small Ratchet Pattern, reams pipe f^s" to Xy^' 

BIT BRACE PATTERN 




H-10677 

H-10677 — Bit Brace Pattern, reams pipe to V/a". 



These pipe end reamers are indispensable tools for restoring full pipe area after cutting. 





Unreamed Pipe End 



Reamed Pipe End 



The above illustration shows the loss of pipe area if pipe ends are left unreamed after cutting. The 
per cent loss is shown in the following table: 



Size Pipe 
Inches 
Va 
H 
V2 
Va 

1 

154 
1/2 
2 



Inside Diameter 
Inches 

y2 

Vs 

if 
1^ 
IH 
lit 
2^ 



Diameter at 
Burr, Inches 

Va 

Vs 

if 

it 

il 

m 
m 



Per Cent Loss 
of Area if 
Not Reamed 
59.4 
43.8 
3L2 
28.0 
22.5 
13.2 
15.0 
7.01 



All pipe ends should be reamed after cutting including steam, hot water, brass and iron plumbing 
pipes, electrical conduits, etc. The cutting operation leaves a burr at the end. This reduces the carry- 
ing capacity and leaves an obstruction to a free flow. Unless removed by a Mueller reamer these ob- 
structions at every joint form collecting places for pipe chips and other foreign substances When dis- 
lodged these chips carried through the pipe become a menace to every valve, faucet, regulator, etc., on 
the line. It is especially important that pipes supplying regulators be reamed. 



The Mueller Pipe End Reamer is an exceptionally strong and efficient tool, 
blades are firmly fitted in a triangular frame. They are easily kept sharp. 



Three good tool steel 
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GROUND KEY LABORATORY STOPS 



1 





H-12000 

Size, Inches, Outside LP. Thread.. ^" ^" ^" 
H-12000 Mueller Ground Key Laboratory Stop, 
with flat lever handle. 

Hose end has tapered corrugation for to Y^" 
hose. O.D. at base W\ at end II". Outlet open- 
ing is 

Finishes: White nickel plate, polished nickel plate, , 
chromium plate. 



H-12005 

Size, Inches, Inside LP. Thread.... ^" ^" J^" 
H-12005 Mueller Ground Key Laboratory Stop 
with flat lever handle. 

Hose end has tapered corrugation for 54" to Y^" 
hose. O.D. at base if"; at end W\ Outlet open- 
ing 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12010 

Size, Inches, Inside LP. Thread Y^" 

H-12010 Mueller Ground Key Laboratory Stop 
with flat lever handle. 

Hose end has tapered corrugation for to Y^" 
hose. O.D. at base W\ at end W. Outlet open- 
ing 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12015 

Size, Inches, Inside LP. Thread Y%" 

H-12015 Mueller Ground Key Laboratory Stop 
with flat lever handle. 

Hose end 2^" long and has tapered corrugation 
for yi" to Ys," hose. O.D. at base ii"; at end 

Outlet opening ^^2". 
Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12012 



H-12012 Mueller Ground Key Stop with Lever 
Handle. Inlet Y^" outside LP. thread. Outlet 
tapered corrugation for y^" to hose. O.D. at 
base if"; at end, hV. Outlet opening ^". 
Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12017 

Size, Inches, Outside LP. Thread ^" 

H-12017 Mueller Ground Key Laboratory Stop 
with flat lever handle. 

Hose end 23^" long and has corrugation for ^" 
to Y%" hose. O.D. at base ii"; at end ^". Out- 
let opening ^2". 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 



Specify fully when ordering 



DEPENDABLE SINCE ^ 



1857 



^FULLY WARRANTED 



COMPRESSION LABORATORY STOPS 




H-12020, With Hose Nipple 

H-12020 Mueller Compression Laboratory Stop 
with wheel handle and detachable hose nipple. 

Body: Inlet Vs' or 1/2" inside LP. thread. Out- 
let 54" inside LP. thread. 

Hose Nipple: Lilet V^' outside LP. thread; out- 
let tapered corrugation for to Ys' hose. O.D. 
at base W; at end hV\ Outlet opening i-i. 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12025, Less Hose Nipple 

' H-12025 Mueller Compression Lal)oratory Stop 
with wheel handle. 

Body: Lilet Vs" or inside LP. thread. Out- 
let ik" inside LP. thread. 

Finishes: White nickel plate, polislied nickel plate, 
chromium plate. 




H-12030, With Hose Nipple 



H-12030 Mueller Compression Laboratory Stop 
with wheel handle and detacha])le hose nipple. 
Body: Lilet or outside LP. thread. Out- 
let tapered corrugation for to y»' hose^.^ O.D. 
at base M" \ at end hV\ Outlet opening 1^2". 
Finishes: White nickel plate, polished nickel plate, 
chromium plate. 




H-12035, Less Hose Nipple 

H-12035 Mueller Compression Laboratory Stop 
with wIr'cI handle. 

Body: Inlet H'' or outside LP. thread. Outlet 
inside LP. thread. 

Finishes- White nickel plate, polished nickel plate, 
clirominm plate. 



The outlet end of all these stops will receive H-12145 hose ninple and H-121C0 aspirator. Tlie outlets of 
stops have rounded shoulders, which with recessed le?.thcr washers on connections msurc leak proof jomts. 

H-12^95 Wheel Handle indexed "Gas", '^\ir", "Vacuum", "Water", "Hot", or "Cold" furnished for any of 
the above stops on specification. 

Specify fully when ordering 
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COMPRESSION LABORATORY FAUCET 





H-12040, With Hose Nipple 



H-12040 Mueller Compression Laboratory Faucet 
with Tee Handle and Detachable Hose Nipple. 
Body: Inlet Vs' and inside I. P. thread. Out- 
let yi" inside LP. thread. Hose nipple inlet %' 
outside LP. thread; outlet tapered corrugation for 
34" to Vs' hose. O.D. at base ; at end Vl". 
Outlet opening ^^2". 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 



H-12045, Less Hose Nipple 

H-12045 Mueller Compression Laboratory Faucet 
witli Tee Handle. 

Body: Lilet Vs" and i/^" inside LP. thread. Out- 
let %" inside LP. thread. 

The outlet of H-12045 faucet will receive H-12145 
hose nipple and H-12100 aspirator. The outlet of 
this faucet has rounded shoulders, which with re- 
cessed leather washer on connections insure leak 
proof joints. 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 



PEDESTAL LABORATORY STOP 



FOUR STOP LABORATORY FITTING 




H-12050 



Laboratory 



Stop. 

msKle LP. thread. Base 
Not drilled on specifica- 



H-12050 Mueller Pedestal 
Pedestal inlet Vs" or J^" 
drilled for wood screws, 
tion. 

Stops: Lilet special outside thread to fit pedestal; 
outlet tapered corrugation for ]4" to Vs" hose. 
O.D. at base at end hV\ Outlet opening 
H-12050 Two stop fitting as illustrated. 
H-12055 One stop fitting. 
H-12060 Two stop htting. at right angles. 
H-12065 Three stop fitting. 
H-12070 Four stop fitting. 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 

Order by number and specify size of inlet tapping 
in pedestal — ^A" or 




H-12075 

H-12075 Mueller Four-Stop Laboratory Fitting. 

Multiple connection: Lilet ^A" and V/' inside LP. 
thread. 

Stops: Lilet outside thread. Outlet tapered 

corrugation for y^' to Vs" hose. O.D. at base, U"; 
at end, hV\ Outlet opening Can also furnish 

inlet connections with two and three stops. See 
connections H-12110 and H-12115. 

Finishes: White nickel plate, polished nickel plate, 
chromium plate. 



Specify fully when ordering 
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COMPRESSION LABORATORY FAUCET 





H-12080 

H-12080 Mueller Compression Swing Spout 
Faucet, with detachable shank, with hexagon and 
solid flange and plain China lever handle. 

Inlet inside LP. thread; spout outlet inside 
LP. thread. 

Finish: Polished nickel plate or chromium plate. 

Dimensions: 
Center of faucet to center of swing spout, 2^4". 
Spout, center to center, 4^^". 

Spout, from center of faucet to bottom of spout 
outlet, 7". 



H-12085 

H-12085 Mueller Compression Double Swing Spout 
Faucet with detachable shank with hexagon and 
solid flange, and plain China lever handle. 

Inlet ^" inside LP. thread. Spout outlet in- 
side LP. thread. 

Finishes: Polished nickel plate or chromium plate. 

Dimensions: 
Center to center of valves 4^". 
Spout, center to center 4^". 

Spout, center of valve to bottom of spout outlet 



Spout, from center of faucet to top of spout. 10". Spout, center of valve to top of spout lOli". 



The spout of H-12080 swings down into the sink 
and out of the way so that top may be closed down. 
The following connections may be used: Aspira- 
tor H-12100, and 54" outside LP. thread nipple 
H-12145. 



The spout of H-12085 swings down into the sink 
and out of the way so that top may be closed down. 
The following connections may l)e used: Aspira- 
tor H-12100, and outside LP. thread nipple 
H-12145. 



Specify fully when ordering 
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COMPRESSION LABORATORY FAUCET 




H-12090 Mueller Compression Laboratory Pantry Faucet 
with 4-arm brass handle, indexed. 

Body: Inlet standard lavatory faucet shank; spout outlet 
y^" inside LP. thread. 

Hose Nipple: Inlet Y^" outside LP. thread; outlet tapered 
corrugation for Y^' to hose. O.D. at base, W; at end, 
if". Outlet opening 

Finishes: Polished nickel plate or chromium plate. 

Dirnensions: Shank, 2Ya" long. Spout, center to center, 
^Y»'\ Spout, height from base to bottom of spout coupling 
outlet, 10". Spout, height from base to top of spout, 13". 

Handles indexed. Cold regularly furnished unless otherwise 
specified. 

Outlet coupling on H-12090 has rounded shoulder, which, 
with recessed leather washer on connections, makes a leak- 
proof joint. H-12100 Aspirator fits spout outlet of above. 



H-12090 



REMOTE CONTROL PANTRY FAUCET 



H-12092 Mueller Remote Control Pantry Faucet for 
laboratory use, with wheel handle. 

Hose Nipple: Inlet outside LP. thread; outlet 
tapered corrugation for %" to y%" hose. 

Dimensions: Shank, 2j4" long- Spout, center to 
center, Ay^". Height from base to bottom of spout 
coupling outlet, 10". Height from base to top of 
spout, 13". Spout tubing LP.S. Center of stop 
to front of handle, 26]^". Other lengths furnished 
on specification. Y2" stop. 

Outlet coupling has rounded shoulder which, with 
recessed leather washer on connection makes leak- 
proof joint. 

H-12095 wheel handle indexed "Gas", "Air", 
"Vacuum", "Water", "Hot", or "Cold" furnished on 
specification. 

Finishes: Exposed parts polished nickel plate, or 
chromium plate. Concealed parts rough brass. 




H-12092 



Specify fully when ordering 
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LABORATORY FITTINGS 




H-12100 
H-12100 Mueller Aspirator. 
Size Medium Large 

Length, Ins. ...4^4^ ^J„ 

Thread li /4 

Furnished with leather washer. 



H-12095 

H-12095 Mueller Wheel Han- 
dle interchangeahle with any 
cross or lever handle shown 
on compression work. Fur- 
nished indexed *'\\ ater,^ 
"Air", "Gas", ^ "Vacuum , 
"Hot" or "Cold". 

Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 




Sectional illustration of 
or Vh" liose connected to 



BRASS CONNECTIONS AND NIPPLES 



Ul '/« Jiw^v, ' ■ 

LP.' size tubing by means ot 
4" LP. thracd coupling. 





H-12110 

H-12110 Mueller Two-way Brass 
Connection. LP. inlet. Va 

LP. outlet. 

Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 



H-12115 

H-12115 Mueller Three-way 
Brass Connection. or Va' 

LP. inlet. J4" LP. outlet. 
Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 



H-12120 

H-12120 Mueller Four-way Brass 
Connection, y^' or LP. in- 
let. Va' LP. outlet. 
Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 




H-12125 

H-12125 Mueller "Y" Connec- 
tion outside LP. thread m- 
let. Va" inside LP. thread outlet 
Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 




H-12130 

H-12130 Mueller "Y" Connec- 
tion Vs' inside LP. thread mlet. 
y^" outside LP. thread outlet. 
Also inside LP. thread inlet 
md outside LP. thread outlet. 
Finishes: White nickel plate, 
polished nickel plate or chrom- 
ium plate. 

Specify fully when ordering 




H-12135 

H-12135 Mueller Hose Nipple. 
Inlet W inside standard garden 
hose thread. Outlet tapered cor- 
rugation for ]4" to Vs" hose. 
O.D. at base, JlV'; at end it . 
Outlet opening ^2". 
Finishes: WHiite nickel plate, 
polished nickel plate or chrom- 
ium plate. 



1857 



161 



BRASS LABORATORY NIPPLES 




H-12140 Mueller inside LP. thread Nip- 
ple, corrugated for hose. Inlet 
or inside LP. thread. Outlet tapered 
corrugation for to hose. O.D. at 
base W; at end, iV\ Outlet opening ^2". 

Finishes: White nickel plate, polished 
nickel plate, or chromium plate. 



H-12140 



H-12145 Mueller Nipple with outside LP. 
thread. Inlet ^" or V.". Outlet 

tapered corrugation for to hose. 
O.D. at base at end, hV\ Outlet 

opening rp-i". 

Finishes: White nickel plate, polished 
nickel plate, or chromium plate. 




H-12145 




H-12150 Mueller 14" Bend Nipple with 
inside LP. thread. Inlet V^" or H". 
Outlet tapered corrugation for Y^' to 
hose. O.D. at base Of"; at end, IV. Out- 
let opening 

Finishes: White nickel plate, polished 
nickel plate, or chromium plate. 



H-12150 



Specify fully when ordering 
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LABORATORY FAUCETS 157 to 159 

LABORATORY FITTINGS 160,161 

LABORATORY STOPS 156 

LAVATORY COMBINATIONS 45 to 50 

LAVATORY CONNECTIONS 117 

LAVATORY SOAP DISH 39 

LAVATORY FAUCETS 40 to 42 

LAUNDRY TRAY FAUCETS 28.30 

LAVATORY SUPPLIES TO FLOOR 118 

LAVATORY SUPPLIES TO WALL 113 to 116 

LINE STOPS 123 
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MIXING VALVES 96 
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OVER THE RIM TUB FILLERS 60,61 
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PANTRY FAUCETS 54 

PIPE END REAMER 154 

POP UP BATH DRAIN . 112 

POP UP DRAIN FOR LAVATORIES 51 

PRESSURE REDUCING AND REGULATING VALVES 134 to 139, 146 to 150 

PUMP GOVERNOR 145 
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RELIEF VALVES 142 to 143 

— S— 

SEDIMENT AND LAWN FAUCETS 127,128 

SELF-CLOSING FIXTURE SUPPLY STOPS 124 

SELF-CLOSING LAVATORY FAUCETS 44 

SELF-CLOSING SINK FAUCETS 27 

SHOWER HEADS 

Self-Cleansing ' ■ 98 

Brass, Adjustable 99 

China, Adjustable 99 

SINK FAUCETS 24,26 

SLOP SINK FAUCETS 29 

STOPS AND DRAINS 125,126 

STRAINERS 140, 141 

— T— 

TRAPS 120 

TRIM FOR ROLL RIM TUBS . 106 

TUB FILLER AND SHOWER COMBINATION (for replace- 
ments) 92,93 
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M U E L LE R Co. 

PLUMBING, WATER AND GAS PRODUCTS 



TRADE MARK 

Mueller 

REGISTERED 

Decatur, Illinois 



COLUMBIAN IRON WORKS 

(DIVISION OF MUELLER CO.) 
CHATTANOOGA, TENN, 



TO THE TRADE: 



It has come to our attention that a number of 
plumbers are not familiar with the fact that MUELLER GO. 
manufactures and produces an ARTCRAFT STAPLE LINE of 
plumbing fixtures in addition to the regular ARTCRAFT 
LINE. 



In order to show a few of the items^ we are illus- 
trating a part of the line to give an idea of the extent 
and quality that is inherent in all Mueller fixtures. 
Seventy-nine years of experience in the manufacture and 
production of quality products has enabled the Mueller 
Co. to produce this beautiful line of fixtures with grace- 
ful formation^ precision toolings and careful workmanship 
and still sell at a remarkably low price. (See price 
sh^eet attached.) 

You should get acquainted with the MUELLER 
ARTCRAFT STAPLE LINE xxx compare .it item for item with 
any other line on the market today. You will be amazed at 
the completeness of the line that will enable you to handle 
any job, and the remarkably low prices for such beauty 
and quality is just another reason why you will want it. 

^e should like to call your particular attention 
to the new metal handles and escutcheons. The china type 
have been replaced with these new harmonious metal pieces 
which not only adds new beauty^ but safeguards against 
cuts or lacerations from breakage . 

If you are not familiar with this line and its 
possibilities, we suggest that you order samples of the 
various items from your wholesaler. In case your regular 
wholesaler does not handle Mueller products regularly, > 
just write us and we will put you in touch with the whole- 
saler nearest you from whom Mueller products may be 
secured. 

Place your orders today — prices are bound to 
advance and you should secure protection now. 



Yours very truly, 
MUELLER CO. 
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emembe'C'' Only a fi 



COMBINED BATH AND SHOWER 
Over-the-Ritn Spout 





H.4076 



H-4074 



BUILT-IN SHOWER 




HrS024 



COMBINATION SINK FAUCET 




H-1654 — Inside Threads 
H-1655 -Outside Threads 



COMBINED BATH AND SHOWER 




H'4064 




UEIXER 



Prices on Mueller Artcraft Staple Line 

SINK COMBINATION FAUCET 
ARTCRAFT WITH SOAP DISH 

Pc^of^ List List 

rag:e jvj p Cr P 

2 V2" H-900 Inside thread sink combination *. . * $13 31 

VV' H-901 Outside thread sink combination 13.31 

STAPLE PATTERN LESS SOAP DISH 

V2" 1604 Inside thread sink combination 2.77 

1605 Outside thread sink combination 2.77 

STAPLE PATTERN WITH SOAP DISH 

H-1654 Inside thread sink combination 3.02 

H-1655 Outside thread sink combination 3.02 

STAPLE PATTERN WITH SOAP DISH AND SPRAY 

3 V2'f H-1944 Inside thread sink combination 876 

V2'' H-1945 Outside thread sink combination 876 

STAPLE PATTERN LESS SOAP DISH WITH SPRAY 

Vz^' H-1948 Inside thread sink combination 8.48 

V2'' H-1949 Outside thread sink combination 8.48 

For spouts 10'^ long- add to list .35 

For hose end add q9 

ARTCRAFT LAVATORY FAUCETS 

H-3336 Artcraft lever handle lavatory faucet .% 

H-3338 Artcraft lever handle lavatory faucet 1.00 

H-3340 Artcraft 4-arm handle lavatory faucet 1.12 

H-3342 Artcraft 4-arm handle lavatory faucet I.I5 

ARTCRAFT LAVATORY COMPJNATIONS 

4 H-3611 Lavatory combination with pop-up drain 7.35 

H-3651 Lavatory combination with plug and chain 6 39 

CRAFT POP-UP DRAINS FOR LAVATORIES 

5 H-3678 All-metal pop up drain % 2.53 2.68 

H-3696 All-metal pop-up drain 2.53 2'68 

POP-UP DRAINS FOR SINKS 

H 3695 All-metal pop-up drain for sink 3.44 3.61 

Above drains polished all over. 
Above drains with \V2^' tailpiece. 

For \Va'^ tailpiece deduct .24 .24 



DEPENDAB LEjlNCE^ Jtia^^ WARRANfED 

Form 80-I5-15M-3-17-36 



ARTCRAFT TUB FILLERS AND DIVERTING VALVE COMBINATIONS 

List List 

1/2'' H-3692 Tub Filler $ 5.98 

xH'' H-3995 Bath and shower combination 

1/2'' H-3998 Bath and shower combination ^-58 

BUILT-IN BATH FITTINGS WITH CONCEALED 
STANDING DRAIN 

7 1/2'' H4043 Bath fitting with standing drain 13.73 

1/2'' H-4053 Bath fitting with standing drain 13 73 

COMBINATION SHOWER AND BUILT-IN BATH FITTING 
WITH CONCEALED STANDING DRAIN 

8 H'' H4064 Shower and bath fitting with mixing valve 24.60 

1/2'' H-4066 Shower and bath fitting with standing drain 20.93 

1/2'' H4076 Shower and bath fitting with standing drain 20.93 

1/2" H 4074 Shower and bath fitting with mixing valve .... 24.60 

BUILT-IN SHOWER COMBINATION 

9 H-5024 Built-in shower fitting with mixing valve 11-88 

1/2'' H-5042 Built-in shower fitting ^-^9 

MIXING VALVE 

H'' H-5215 Concealed mixing valve 5.70 

SHOWER HEADS 

1/2'' H-5415 2!/2'' size head with adjustable ball joint, arm and 

flange. (Catalog number replaces former H-5412.) $ 2. 13 2 24 

1/2'' H-5414 21/2'' size head with L P. S. inlet 1.20 1.27 

^8^' or H-5411 21/2'' size head with adjustable ball joint, less 

arm and flange 1-^^ 1-^^ 

COMPRESSION BATH FAUCET 
H-5655 Upright pattern compression bath faucet with Artcraft 

handles. 2.53 

xNot illustrated. 



DEPENDABLE SINCE ^ ^iT^^g ^FULLY WARRANTED 
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MUELLER 

EQUIPMENT 



WITH OVER-THE-RIM SPOUT 

(Patented } 




POP-UP DRAIN 
FOR LAVATORY 

(Patented) 



H-4053 




H-3678 




(Jnkj, tki BEST 



OD ENOUG 



LAVATORY COMBINATION 
(Patented) 




H-3611 



OVER-THE^RIM TUB HLLER 
(Patented) 




H-3962 



LAVATORY COMBINATIO; 
(Patented) 




H-3651 



COMBINATION BATH AND SH 
Tub Fillers and Diverting Valve Con 
(Patented) 




H.3998 



H-16 



EFFECTIVE JULY 15th, 1935 



MUELLER CO. 

PACinC COAST FACTORY 

PRICE LIST 

ON 

PLUMBING 
BRASS GOODS 
♦ 

APPLYING TO CATALOG H 



SPECIAL NOTICE 

The prices given herewith apply to Catalog H only and supersede and 
cancel all previous quotations. Prices are subject to change without notice. 

Notice of change in prices will be given when possible, but the best cur* 
rent prices will always be made upon orders not covercid by outstanding 
quotations. 



MUELLER CO. 

PACinC COAST FACTORY 
2801 East 12th Street 
Los Angeles, California 

BRANCH 
1072 Howard Street, San Francisco, California 



TERMS 



2 per cent 15th prox. Maturity date 30 days from discount date. 

FREIGHT ALLOWANCE 

Plumbing Brass Goods shipments weighing 150 pounds or more to 
jobbers' stock will be subject to full freight allowance up to $1.50 per 
hundred pounds. 

RETURNED GOODS 

No goods to be returned without our permission. All goods re- 
turned with our consent will be credited less shipping expense and 
less 10 per cent for handling charge. 

DAMAGES 

New goods will be furnished to replace any defective goods. No 
claims for labor, transportation, or consequential damages will be 
entertained. 

TAXES 

Any federal or state sales or excise tax, when enacted, will be in- 
cluded in all invoices and quotations. 

PRICES 

All prices on this sheet subject to change without notice. 

MUELLER CO. 
Pacific Coast Factory 
2801 East 12th Street 
Los Angeles, California 



Branch 
1072 Howard Street 
San Francisco, California 



1 

TRADE MIIFIIFR MARK ^^^====^^^=' 



PRICES ON MUELLER ARTCRAFT STAPLE UNE 



SINK COMBINATION FAUCETS 

ARTCRAFT WITH SOAP DISH 

List List 

N. P. Cr. P. 

2 J/2" H-900 Inside thread sink combination $9 QO 

Vz" H-901 Outside thread sink combination 9.00 

STAPLE PATTERN LESS SOAP DISH 

Yz" H-1604 Inside thread sink combination $2 63 2 77 

1/2" H.1605 Outside thread sink combination 2 63 2 77 

!/2" H-1606 Sink Combination jy^' to 814" spread 2.63 2*77 

!/2" H-1607 Sink Combination 6" to 10" spread 2.78 * 2.94 

STAPLE PATTERN WITH SOAP DISH 

3 !/2" H-16S4 Inside thread sink combination 2.89 3.04 

Vl'' H-16S5 Outside thread sink combination 2 89 3 04 

!/2" H-1656 Sink Combination 7%" to 8 !4" spread 2.89 3 04 

Vz'' H-1657 Sink Combination 6" to 10" spread 3.02 3.24 

STAPLE PATTERN WITH SOAP DISH AND SPRAY 

H-1944 Inside thread sink combination 6.70 7.00 

Vz'' H-1945 Outside thread sink combination 6.70 7.00 

Vl'' H-1946 Inside thread sink combination 6" to 10" spread.... 7.00 7^30 

STAPLE PATTERN LESS SOAP DISH AND SPRAY 

Vz'' H-1947 Inside thread sink combination 6" to 10" spread 6.73 7.03 

Yz'' H-1948 Inside thread sink combination 6.40 6^73 

Vz'' H-1949 Outside thread sink combination 6.40 6.73 

For spouts 8" long Add 20 .20 

For hose end Add 20 .20 

ARTCRAFT LAVATORY FAUCETS 

H-3008 Artcraft 4-arm handle lavatory faucet 89 .92 

H-3115 Artcraft lever handle lavatory faucet 92 .94 

H-3336 Artcraft lever handle lavatory faucet 1.05 

H-3338 Artcraft lever handle lavatory faucet 1 08 

H-3340 Artcraft 4-arm handle lavatory faucet j]21 

H-3342 Artcraft 4-arm handle lavatory faucet 1*24 

ARTCRAFT LAVATORY COMBINATIONS 

4 H-3611 Lavatory combination with pop-up drain 6.51 

H-3651 Lavatory combination with plug and chain 5.91 

ARTCRAFT POP-UP DRAINS FOR LAVATORIES 

5 H-3678 All metal pop-up-drain 2.31 2.43 

H-3696 All metail pop-up drain 2.31 2.43 

POP-UP DRAINS FOR SINKS 

H-3695 All metal pop-up drain for sink 3.24 3.40 

Above drains polished all over. 
Above drains with I Yz " tailpiece 

For 1 !4'' tailpiece Deduct 20 .20 



DEPENDABLE SINCE 1857 FULLY WARRANTED 



WHITE DUCK SHOWER CURTAINS 



- - - ' 3^6-6 4x6 4x6-6 6x6 6x6-6 8x6 8x6-6 9x6 Sg.Ft. PerYd. 

MERMAID 
Quality 8 oz. 

1.43 1.60 2.30 2.45 2.75 3.00 4.15 4.50 4.15 .09'/2 .58 

SUNBEAM 1 25 1.40 1.95 2.05 2.25 . 2.50 3.50 3.80 3.50 .08 .54 

^f^'^^f^_^u^_^J^_ ^5 1.85 1.95 2.05 3.00 3.25 3.00 .07 .50 

VIKJNG 
10!4 oz. 



^I»^N%.F. 1.85 ..n 7 75 2.95 3.50 3.80 5.35 5. 75 5.35 .11 '/z -70 



Sizes not listed above take square foot price (based on full foot widths). 
Duck curtains not guaranteed against mildewing or shrinkage. 

%\tdtrctrt tUrJn a»=d where our Company is not at fault, 
tedal sScurtain. Drapes and Yardage not returnable. 

-n be furnished_at lowest prevailing prices- 
price on application. ^^^^ ^^^^ 

N.P. Cr.r. 

^r%/8" or 1/2" H.S411 2'/2" size DUO Head with adjustable ball ^^^^ 
joint, less arm and flange... ;"7; ;/V"V j' "V * 

1/2" H-5414 2'/2" «ze DUO Head tapped Vz" inside thread less ^ 
ball joint, arm and flange.. r: " \ V: irr'r "'""" ' 

1/2" H-5415 21/2" size DUO Head with combmed ball joint. ^ l 3 2.24 

1/," H-S412 2l?''''8iz7 Octagon Head pattern) with 

combined ball joint, arm and flange . ' -^^ 

1/," H-5412 21/2" size Octagon Head (standard pattern) with 

ball joint, less arm and flange . .... l.uu 

1/2" H-5412 21/2" size Octagon Head ONLY tapped V2 I- t'- »n- 

1/2'' H-5410 *4''^ize' Round combined ball joint, arm ^ 

1/," H-sSo 4"Tze Round Head ' 28 '-38 

1/2" H.5413 4" size Round Head ONLY LESS ball joint, arm and ^ ^ 

Whfn^Snished'^vith 2.'p^^^^^^ A™ and Flange ADD 
to List 

ARTCRAFT STAPLE UNE TUB FILLERS AND DIVERTING 
AKlCKAri o VALVE COMBINATIONS 

»/," H-3962 Artcraft Tub Fillers, by-pass valves, union connec- 
tions, 8" center w/ spout, (less drop nipple, elbow and 
spout nipple) - - ; ; 

1/2" H-3963 Ditto, made up with corner valves w/ union connec- 

1/2" H.39S Ditto, made "up with by-pass vaives w/ Integral stops ^ 

and union connection w/ spout.. . - 

When furnished with drop nipples, elbows and spout nipples, 
ADD to list price - -. -- ■; 

V," H-3966 Artcraft Tub Fillers, made up with one-piece body. 

side inlet with union, 10'^" spread, with spout, (less drop 
nipple, elbow and spout nipple) 



4.72 



.50 
4.00 



DEPENDABLE SINCE 1857 "^LLY WARRANTED 



TRADE MUELLER MARK 



ARTCRAFT STAPLE LINE TUB FILLERS AND DIVERTING 
VALVE COMBINATIONS— (Continued) 
Yz" H-3995 Artcraft Diverter Combination, Staple line Artcraft 
trim with spout, 2 Yz" head, arm and flange less drop nipple, 

elbow and spout nipple 

When furnished less Spout Deduct from List price 

Yz" H-3998 Artcraft Bath and Shower Combination 

BUILT-IN BATH HTTINGS WITH CONCEALED 
STANDING DRAIN 
j/2" H-4043 Combination Spout within the tub lYi" Octagon 

Head 

Yl" H-4053 Combination Spout over-the-rim lYz" Octagon 

Head 

COMBINATION SHOWER AND BUILT-IN BATH FITTING 
WITH CONCEALED STANDING DRAIN 
Yz" H-4066 Combination Spout within the tub 2Yz" Octagon 

Head 

Yz" H-4076 Combination Spout over-the-rim Built-in 2Yz" Octa- 
gon Head 

BUILT-IN SHOWER COMBINATIONS 
Yz" H-5042 with by-pass valve, union connection, w/ lYz" Octa- 
gon Head ball joint, arm and flange, 8" centers... 

Yz" H-S043 with corner valves, union connections, w/ 2^/2^' Octa- 
gon Head ball joint, arm and flange, 8" centers 

Yz" H-5044 with by-pass valve, w/ Integral stop, union connections, 

2 Yl" Octagon Head ball joint, arm and flange 

Yz" H-5046 made up with one-piece body, side inlet with union, 
1014" spread with 2Yz" Octagon Head w/Ball Joint arm 

and flange 

OCTAGON SPOUT FOR STAPLE LINE ARTCRAFT TRIM 

Yl" H-5482 Octagon Spout tapped Yz" inside thread 

MIXING VALVE 

Yz" H-5215 concealed mixing valve 

ARTCRAFT HTTINGS 

Chromium 



8.00 
1.00 
8.72 



1 1.92 
11.92 



17.61 
17.61 



5.27 
5.20 



7.07 



4.55 
1.00 



4.85 



Page Size Inches 



5 
5 
5 
6 
6 
8 



H-900 
H.901 
H-903 
H.905 
H-910 
H-915 



Page Size Inches 



8 H-916 

8 H-920 

8 H.921 

10 H.925 

1 0 H-926 

1 0 H-930 

10 H-931 

1 2 H-935 



Yz' 



Only 

Yz" $ 9.00 12 H-936 

Yz" 9.00 

19.29 14 H.940 

18,29 

18.00 14 H-941 

Yz" 15.05 

17.69 16 H.945 

Yz" 19.75 

W 22.41 

Yz" 21.65 

y^" 24.29 18 H.950 

Yz" 26.35 

Va," 29.01 18 H.951 

Yz" 26.40 

Va," 29.00 20 H.955 

Yl" 31.11 20 H.9S6 

Ya" 33.71 22 H.960 

Yz" 26.40 

Va," 29.00 22 H-961 

Yz" 31.1 1 

Va," 33.71 22 H.995 

Yz" 44.11 

VV 46.75 

H-970 Pop-Up Bath Drain. Cr. P., $5.48 
Above same as illustrated in H-920. 



Chromium 
Only 

Yz" $48.80 

y^" 51.44 

Yz" 44.1 1 

y^" 46.75 

Yz" 48.80 



5 
51 



44 

20 



y^" 53.87 

16 H.946 Yz" 55.91 

58.57 

51.20 

53.87 

55.91 

58.57 



Yz' 

yv 

Yz" 

yv 

Yz" 50.89 

Yl" 56.88 

Yz" 16.40 

19.07 

21.11 

23.77 

7.47 

8.80 



Yz' 

yv 

Yz" 
%" 



DEPENDABLE SINCE 1857 F^LLY WARRANTED 



COMPRESSION SINK FAUCETS WITH HEXAGON AND OUTSIDE THREAD 



Page 
24 



24 



24 



H-lOOl 
H-lOOl 
H-lOOl 
H-lOOl 
H-1006 
H-1006 
H-1006 
H-1006 



H-lOll 
H-1016 



Size -y^" 

N. P $0.54 

Fin 

R. N. P — 

Rough 

N. P — 

Fin 

Rough N. P — 

Rough 

For Sink faucets with loose 

key and shield, add 

N. P. and H-lOll-X N. P 
N. P. and H-1016-X N. P 
For chromium add 1 0 per cent to Nickel Plate. 



.11 



Yi" 


w 


1" 


$0.56 


$0.63 


$1.63 


.54 


.60 


1.49 


.47 


.50 


1 .JO 


.40 


.44 


1.21 


.60 


.65 


1.83 


.58 


.63 


1.68 


.48 


.52 


1.55 


.40 


.44 


1.41 


.12 


.12 




.75 


.85 




.83 


.93 





COMPRESSION SINK FAUCETS, SOLID FLANGE INSIDE THREAD 



Page 
25 



H-1031 
H-1031 
H-1038 N. 
H-1038 C. 
H-1045 
H-1045 



N. P. 



C. P. 
P. 
P. 



N. 
C. 





Size Yi," 
$0.70 


Vi" 

$0.75 


$0.91 




77 


.83 


1.00 






.83 


.99 






.91 


1.10 


and H.1045-X N. P 

and H-1045-X C. P 

and H-1052.X N. P 

and H-1052-X CP 




.88 
.96 
.96 
1.04 


1.03 
1.11 
1.1 1 
1.19 



COMPRESSION SINK FAUCETS, DETACHABLE SHANK, SOLID FLANGES, 
Page OUTSIDE THREAD 

25 H-1073 (Discontinued) 

25 H-1080 (Discontinued) 

25 H-1087 and H-1087-X.... (Discontinued) 

H-1094 and H-1094-X.... (Discontinued) 
Note: Sink faucets specified in the above furnished only with detachable shanks. 

COMPRESSION SINK FAUCETS, DETACHABLE SHANK, LONG SLEEVE, 
ADJUSTABLE THREADED FLANGE 



Page 
26 



N. P. 
$1.04 
1.15 



Vi" 

Cr. P. 
$0.97 
1.09 



Cr. P. 
$1.15 
1.27 



Size Vi" 
N. P. 

H-1157 $0.88 

H-1164 - 99 

DETACHABLE SHANK, ADJUSTABLE SET SCREW FLANGE, INTEGRAL STOP 
Page Size K2" Only 

26 H-1168 N. P. and H-1168-X N. P *l -93 

H-1168 Cr. P. and H.1168-X Cr. P 2. 1 3 

DETACHABLE SHANK, LONG SLEEVE, ADJUSTABLE THREADED FLANGE 

Size Yi" Va" 

H-1171 N. P. and H-1171.X N. P $| 04 $1.24 

H-1171 Cr.P.andH.1171-XCr.P 4 .36 

H.117S N. P. and H.1178.X N. P '5 .33 

H-1178 Cr. P. and H-1178-X Cr. P 1 -24 1 .46 

COMPRESSION SINK FAUCETS, DETACHABLE SHANK, LONG SLEEVE, 
ADJUSTABLE THREADED FLANGE WITH FOUR ARM HANDLE 



Page 
26 



Page 
26 



H-1185 

H-1192 

Note: All metal indexed Caps *'H' 
Chromium plate is specified. 



Size Vz" 
N. P. 
$1.12 
1.21 
and "C" 



Va" Vi' 

N. P. Cr. P. 

$1.32 $1.23 

1.41 1.33 
furnished when 



Cr. p. 
$1.45 
1.55 



DEPENDABLE SINCE 1857 FULLY WARRANTED 



5 



TRADE MUELLER MARK 



TAPER SHANK FAUCETS 

( 1 Piece Body and Shank) 

Size Vi" Va," 

Page N. P. N. P. 

26AH.1220 Plain S. O. T $0.64 $0.74 

H.1220-X Plain S. O. T 64 .74 

H.1221 Hose S. O. T 72 .82 

H.1221.X HoseS.O.T 72 .82 

H-1225 Plain S. O. T., Long Shank 75 .92 

H-1225-X Hose S. O. T.. Long Shank 75 .92 

H-1226 HoseS.O.T 83 1.00 

H-1227 Plain S. O. T 90 1 .05 

H-1230 HoseS.O.T 1.02 1.17 

H-1234 Plain S. O. T.. Long Shank.... 1 .00 1.13 

H-1238 Hose S. O. T.. Long Shank.... 1.08 1.25 

H-1245 Plain S.O.T 60 .70 

Size Vi" YV 

Rough Rough 

H-1248 Ho8eS.O.T $0.44 $0.48 

Size Y2" Va" 

N. P. N. P. 

H.1248 HoseS.O.T $0.68 $0.78 

H.1260 Plain S.O.T 1.80 2.00 



SELF-CLOSING SINK FAUCETS 

Page SizeM" 

27 H-lSOl Fin $1.70 

H-1301 N. P 1.70 

H.1301 Cr. P 1.80 

H.1315 N. P 1.90 

H-1315 Cr. P 2.00 

H.1329 N. P 2.10 

H.1329 Cr. P 2.20 

H-1352 N. P — 

H-1352 Cr. P — 



V2" 


w 


Cr. P. 


Cr. P. 


$0.72 


$0.82 


'.11 


.82 


.80 


.90 


.80 


.90 


.84 


1.00 


.84 


1.00 


.vz 


1 1 n 
1 . 1 u 


no 
.Vo 


111 






1.08 


1.25 


1.16 


1.40 


.68 


.78 


Vi" 




Finished 


Finished 


Vi" 


YV 


Cr. P. 


Cr. P. 


$0.76 


$0.88 


1.94 


2.04 


Vi" 


Ya" 


$1.70 


$2.00 


1.70 


2.00 


1.80 


2.10 


1.98 


2.20 


2.00 


2.40 


2.10 


2.40 


2.20 


2.50 


2.10 


2.60 


2.30 


2.80 



COMPRESSION LAUNDRY TRAY FAUCETS, OUTOWAY PATTERN 

Page Fin. N. P. Cr. P. 

28 H-1364 $0.59 $0.59 $0.64 

H.1371 64 .64 .71 

H.1378 59 .59 .64 

H-1385 64 .64 .71 

COMPRESSION SLOP SINK FAUCETS, BOTTOM PAIL BRACE 

Ya" Only 

29 H-1400 W, N. P $5.70 

H.1400 N. P 8.50 

H-1400 Cr. P 9.00 

INTEGRAL STOPS IN SHANKS Ya" Only 

H-1403 N. P $9.00 

H-1403 Cr. P 9.75 



DEPENDABLE SINCE 1857 FUl-LY WARRANTED 



29 H-1404 N. P. 
H-1404 Cr. P. 



54" Only 
.... $9.00 
.... 9.75 



LESS INTEGRAL STOPS IN SHANKS ^ "*?"70 

H.1405 W. N. P *8"50 

H-1405 N. P 9 00 

H-1405 Cr. P 

COMPRESSION LAUNDRY TRAY FAUCETS FOR TWO-PART TRAYS ^^^^ 

Page „ $K96 
30 H-1408 W. N. P * 



H-1410 W. N. P. 



LESS SOAP DISH 



Yl" Only 
$1.72 



H-1412 W. N. P. 



FOR THREE-PART TRAYS 



Yz" Only 
$3.27 



H-1418 W. N. P. 



LESS SOAP DISH 



1/2" Only 
$3.12 



FOR SINGLE OR TWO-PART TRAY ^^^^^ 

$2.20 

H-1420 N. P I 60 

H-1420 W. N. P 2' 40 

H-1420 Cr. P 



GROUND KEY FAUCETS 



1' 



1 Vl' 



*Above ground key'faucets take a base discount of 641/2 per cent less the usual jobb.ng d.f- 
ferential. 



COMBINATION SINK FAUCETS, TOP SPOUT PATTERN 
Prices on Staple Pattern Sink Combinations Shown on Page A 



Page Size Vz" only N. P. Cr. P. 

31 H.1600 $7.05 $7.40 

H-1601 7.05 7.40 

H-1650 — 7.80 



Page Size Vi" only N. P. Cr.P. 

31 H-1651 — $7.80 

H-1660 $7.40 7.80 

H.1661 7.40 7.80 




COMBINATION SINK FAUCETS, BOTTOM SPOUT PATTERN 



Page 
32 



33 



34 



35 



Size Yz' 

H-1900 
H-1901 
H-1910 
H-1911 
H-1920 
H-1921 

H.1930 
H-1931 
H-1940 
H-1941 
H-1950 
H-1951 
H-2260 
H-2265 
H-2270 
H-2275 
H-2290 



only N. P. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued. 
Discontinued 
Discontinued. 
Discontinued. 
Discontinued. 



Discontinued. 



Cr. P. 



See 
H-1600 

to 
H.1661 

Incl. 
Page 
31 

See 
Staple 
Line, 
Page 
3 



*2- 

o 

3 0 
•0 

u 
o 

B 



H-2330 $4.59 

H-2331 4.59 

H-2340 5.97 

H-2341 5.97 



.$7.07 
. 7.35 
. 8.87 
.9.15 

5.04 
5.04 
6.57 
6.57 



Page Size Yz" only N. P. Cr. P. 

35 H-23S0 $ 5.01 $ 5.53 

H.2351 5.01 5.53 

H.2360 6.41 7.04 

H.2361 6.41 7.04 

H.2370 4.75 5.24 

H.2371 4.75 5.24 

H.2380 6.15 6.77 

H.2381 6.15 6.77 

H-2390 9.09 10.00 

H-2391 9.09 10.00 

H.2400 10.49 11.55 

H.2401 10.49 11.55 

H.2410 9.56 10.52 

H.2411 9.56 10.52 

H.2420 10.53 10.96 

H.2421 10.53 10.96 

H.2430 9.24 10.16 

H.2431 9.24 10.16 

H.2440 10.64 11.65 

H.2441 10.64 11.65 



THREE-WAY COMBINATIONS, BOTTOM SPOUT 



Page Size Yl" only N. P. Cr. P. 

37 H-2650 $7.85 $8.25 

H-2651 7.85 8.25 

H.2660 — 8.65 

H-2661 — 8.65 



Page Size Yl" only N. P. Cr. P. 

37 H-2670 $ 8.25 $ 8.65 

H.2671 8.25 8.65 

H-2710 — 10.00 



Note : For combination sink faucets with colored china soap dishes and colored handles prices 
upon application. For hose spout, add 21c to list. For spouts 8" long, add 28c to list. 



VITREOUS CHINA LAVATORY SOAP DISH 

39 H.2725 $ 2.40 

Ditto all metal Cr. P 2.55 



DEPENDABLE SINCE 1857 FULLY WARRANTED 



TRADE MUELLER MARK 



COMPRESSION LAVATORY 
FAUCETS 

Page N.P. CrP 

40 H.3007 $0.82 $0.84 

H-3013 87 .89 

H-3060 93 -99 

H.3066 96 1.01 

H.3078 I 07 1.13 

H.3084 1.09 1.16 

H.3096 1.09 1.16 

H-3102 1.12 119 

41 H.3108 — \ l\ 

H-3110 — 'f^ 

H.3114 78 .80 

H-3114.X 78 .80 

H-3120 83 .85 

M-3120-X 83 .85 

H.3148 107 1.13 

H.3148.X 1.07 1.13 

H.3153 1.09 1.16 

H.3153.X 1.09 1.16 

42 H.3176 1.39 1-47 

H.3176.X 1.39 1.47 

H-3182 1.41 1.49 

H.3182.X 1.41 1.49 

H-3186 4.03 4.44 

H-3186.X 4.03 4.44 

H-3190 4.17 4.49 

H.3190-X 4.17 4.49 

H.3212 2.29 2.40 

H-3212-X 2.29 2.40 

H.3218 2.32 2.43 

H.3218-X 2.32 2.43 

H-3296 5.65 5.95 

H-3296-X 5.65 5.95 

H.3304 5.71 6.00 

H.3304.X 5.71 6.00 

H-3308 33 .37 

42A H.3330 7.29 7.69 

H-3332 7.35 7.75 

*H-3344 1.25 1.31 

H-3346 87 .90 

*H-3348 1.28 1.33 

H.3350 92 .95 

Note: Add 32c to list for faucets w/ 
3 !4" shanks. 

*Not illustrated. 



CURTAIN RODS AND CURTAINS 

Page N. P. Cr. P. 

42B H.5966 $ 16 — 

H.5968 1.70 $1.90 

H.5970 2.10 2.25 

H-5970 ditto with set screw flange 

(less toggle lever) 1.45 1-60 

H-5972 .48 .53 

H.5974 3.15 3.40 

H.5976 1.01 1.12 

H-5978 55 .60 

H-5980 04 .05 

H-5988 — See page 

H-5990 — See page 

H-5992 — See page 1 

SELF-CLOSING 
LAVATORY FAUCETS 

Page N. P. Cr. P. 

44 H-3354 $2.10 $2.20 

H.3360 2.15 2.2^ 

H.3424 2.20 2.43 

H.3430 2.23 2.46 

H.3442 2.20 2.43 

H-3448 2.23 2.46 

LAVATORY COMBINATIONS WITH 
POP-UP DRAINS 
(See Artcraft Staple Line Page 1 ) 
Page N. P. Cr. P. 

45 H-3610 $11.45 $12.00 

S.3615 11.45 12.00 

46 H-3617 11.45 12.00 

H-3620 12.00 12.60 

47 H.3625 10.67 11.20 

H-3630 10.67 11.20 

LAVATORY COMBINATIONS 
(See Artcraft Staple Line Page 1 ) 
Page N. P. Cr. P. 

48 H-3645 $ 9.65 $10.15 

H-3650 9.35 9.85 

H.3655 16.15 17.00 

49 H-3660 15.20 16.00 

H-3665 9.65 0.15 

50 H.3668 11.20 1.76 

H-3670 12.11 2.65 

H.3671 12.11 2.65 

H.3673 14.19 15.09 

POP-UP DRAINS FOR LAVATORIES 
(See Artcraft Staple Line Page 1 ) 
Page N. P. Cr. P. 

51 H-3675 $ 3.80 $ 4.00 

H-3680 3.80 4.00 

H-3685 4.91 5.20 

H-3690 4.91 5.20 



DEPENDABLE SINCE 1857 FULLY WARRANTED 



TRADE MUELLER MARK 



COMBINATION SHAMPOO nTTINGS 

Page N. P. Cr. P. 

52 H-3705 $ 9.31 $10.24 

H.3715 6.89 7.59 

53 H.3730 10.40 11.00 

H-3740 10.40 11.00 

SELF-CLOSING PANTRY FAUCETS 

Page N. P. Cr. P. 

53 H.3750 $ 4.00 $ 4.40 

H-3760 4.02 4.43 

COMPRESSION PANTRY FAUCETS 

Page N. P. Cr. P. 

54 H.3808 $ 2.16 $ 2.32 

H-3810 2.19 2.35 

H-3822 5.65 5.95 

H-3824 5.71 6.00 

COMPRESSION SIDE LEVER 
HANDLE SWING SPOUT DRINKING 
WATER FAUCETS 

Size, In. N. P. Cr. P. 
G-3840....'/2" only $3.15 $3.36 
G-3850....K2"only 3.15 3.36 

DRINKING WATER FAUCETS 

%" or !/2" 

Page N. P. Cr. P. 

55 H.3850 $ 2.00 $ 2.20 

H-3855 3.05 3.20 

H.3860^"only 3.55 3.75 

DRINKING FOUNTAIN HEADS 

Va" or H" 

Page N. P. Cr. P. 

55 H-3865 $ 4.56 $ 4.80 

H-3866 3.81 4.00 

H.3870 5.64 6.15 

H-3871 3.97 4.33 

HLGLAS FAUCETS 

Page Cr. P. only 

56 H.3875 $ 4.00 

H-3880 9.87 

H.3885 9.87 

H-3890 15.33 

TUB HLLERS 

(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. Cr. P. 

60 H-3950 $8.49 $9.12 

H.3950 ^" 1 1.20 1 1.79 

H.3955 1/2" 11.15 1 1.77 

H.3955 3/4" - 13.85 14.44 

H-3960 '/2" 8.49 9.12 

H.3960 11.20 11.79 

H.3965 1/2" 11.15 11.77 

H.3965 ^" 13.85 14.44 



COMBINATION BATH AND SHOWER 
(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. Cr. P. 

62 H.4000 Vz" $ 1 8.04 $ 1 9. 1 7 

H-4000 20.75 21.83 

H-4005 Vz" 18.04 19.17 

H-4005 3/4" 20.75 21.83 

COMBINATION BATH AND SHOWER 

WITH POP-UP DRAIN 
(See Artcraft Staple Line Pages 1 and 2) 
Page N. P. Cr. P. 

64 H-4010 !/2" $20.53 $21.56 

H.4010 V4" 22.95 23.81 

H-4015 1/2" 21.56 22.40 

H-4015 V4" 23.81 24.83 

COMBINATION BATH AND SHOWER 
WITH INTEGRAL STOPS 

(See Artcraft Staple Line Pages 1 and 2) 
Page N. P. Cr. P. 

66 H.4020 K2" $20.69 $21.83 

H-4020 23.40 24.48 

H-4025 1/2" 20.69 21.83 

H-402S 3/4" 23.40 24.48 

COMBINATION BATH AND SHOWER 
WITH POP-UP DRAIN 
DIVERTER VALVE TYPE 
(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. Cr. P. 

68 H-4030 </2" $22.93 $23.81 

H.4030 ^" 25.33 26.21 

H-4035 1/2" 23.81 24.80 

H-4035 V4" 26.21 27.19 

BUILT-IN BATH HTTINGS WITH 
CONCEALED STANDING DRAIN 
(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. Cr. P. 

70 H.4040 K2" $17.75 $18.71 

H-4040 y4" 20.40 21.35 

H-4045 Vi" 17.75 18.71 

H-4045 V4" 20.40 21.35 

H-4050 Vz" 17.75 18.71 

H-4050 3/4" 20.40 21.35 

H-4055 Vz" 17.75 18.71 

H-4055 V4" 20.40 21.35 



DEPENDABLE SINCE 1857 FULLY WARRANTED 



10 



TRADE MUELLER MARK 



Cr. P. 
$28.75 
31.40 
28.75 
31.40 
28.75 
31.40 
28.75 
31.40 
36.85 
39.49 
36.85 
39.49 
36.85 
39.49 
36.85 
39.49 



COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING 
DRAIN 

(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. 

72 H.4060 Vi" $27.31 

H-4060 3/4" 29.95 

H^065 1/2" 27.31 

H-4065 3/4" 29.95 

74 H-4070 Vi" 27.31 

H.4070 Va" 29.95 

H.407S Vz" 27.31 

H.4075 3/4" 29.95 

76 H-4080 Vi" 35.05 

H^OSO Ya" 37.69 

H^OSS'/a" 35.05 

H-4085 Va" 37.69 

78 H-4090 Vi" 35.05 

H-4090 Va," 37.69 

H-4095 Vi" 35.05 

H-4095 Va" 37.69 

Note: Add to list for 20" Waste Arm for 

back wall installation 

Note: Add to list for 36" Waste Arm for 
back wall installation $Z.ZU 

COMBINATION BATH AND SHOWER 
WITH CONCEALED STANDING 
DRAIN 

(See Artcraft Staple Line Pages 1 and 2) 

Page N. P. Cr. P. 

82 H-SOOO'/z" $31.07 $32.63 

H-5005 Vi" 31.07 32.63 



BUILT-IN SHOWERS 
(See Artcraft Staple Line Pages 1 



Page 
84 



86 



N. P. 

H.5010'/2" $21-00 

H.5015 1/2" 21.00 

H.5020'/2" 5.95 

H-S025'/2" 5.95 

H.5030 Vz" 0.9 

H.5035 Vz" 10.91 

H-5040 Vi" 0-25 



88 



Page 
90 



Page 
94 



H-5045 
H-5050 



Vi 
Vi" 



8.25 
19.01 



and 2) 

Cr.P. 
$22.11 
22.11 
16.80 
16.80 
11.35 
11.35 
8.71 
8.71 
19.96 



EXPOSED SHOWERS 

N. P. 

H.S060 Vl" $!6-73 

H-5065 1/2" 16.80 

H.5070 Vi" 27.20 

H-5075 Vz" 26.65 

EXPOSED SHOWERS 
W. N. P. N. P. 
...$3.79 — 
.. 3.79 — 
$12.35 
21.71 



Cr. P. 

$18.31 
17.71 
28.65 
28.05 



Cr. P. 



Page 
96 



H-5100 
H-5110 
H-5112 
H-5115 

MUELLER MIXING VALVES 

Size Vl" Only 
N. P. 

H-5200 $13.31 

H-5210 13.31 

H-5215 4.50 

H-5220 11.75 

H-5230 15.80 

H-5240 14.40 



$13.00 
23.35 



Cr. P. 
$14.00 
14.00 
4.85 
12.35 
16.65 
15.00 



Sketch 
I 



Sketch 
2 



ARTCRAFT STAPLE UNE ADAPTO SHOWER COMBINATIONS 

fH.5081 with 24"x48" Rectangular '^^ ^^^'r^^ ^J^/kT hl^^^^ 

hooks, ceiling support, riser pipe and faucet. With 4 head..?>i^^^ 

I Ditto, with Duo-Spray head j y 

■! Ditto with 214" Octagon head - J " "VI' 

iS 'sOSrsame as above except w/ 24x30" rectangular rod. etc. ^ ^ 

I 4" head ■ 16.40 

\ Ditto, with Duo-Spray head...... j ^ qq 

\ Ditto, with 2 Vi" Octagon head :- - y -fi;;;"42;/ """'t^^^^ 

H-5081-99000, same as above except w/ 24 x42 rectangular ^ 

, rod. etc. .-— -- ZZZ. 1 7.20 

\ Ditto, with Duo-Spray head j ^ qq 

■{Ditto, with IVz" Octagon head 

JH-5080 w/ riser pipe, bath faucet, wall support and 4" shower ^ 

\ head. Curtain and rod are extra g'^Q 

.{Ditto with Duo-Spray head g'jQ 

\ Ditto with 2 Vt" Octagon head.. - ^ , q 

.{H.5970 Curtain Rod for 5' or 5 '/a' recessed tub. -- • 

.{H.S970 ditto with set screw flanges (less toggle lever; 

\ H-5990 6'x6' White Duck Curtains tVz oz ' qj 

\ H-5980 Curtain ho oks - 



Cr.P. 

$19.00 > 
19.00 
18.60 

17.40 
17.40 
17.00 

18.20 
18.20 
17.80 



9.00 
9.00 
8.60 
2.25 
1.60 

.04 



DEPENDABLE SINCE 1857 "JLLY WARRANTED 
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TRADE MUELLEIR '^ARK 



ADAPTO SHOWER COMBINATIONS 



N.P. 



Sketch 
3 



Sketch 
4 



Sketch 
5 



Sketch 
6 



Sketch 
7 



Sketch 
8 



7.20 
7.20 
7.00 



8.00 
8.00 
7.70 



fH-S084 w/ riser pipe spout, wall support and 4" shower head. 
Curtain and rod are extra. Straight or offset riser pipe optional. 
Spout regularly tapped I. P. thread bushed to Y^'' I. P. 

^ No extra charge for special threads.... $7.20 

{ Ditto w/ Duo-Spray head 7.20 

Ditto w/ lYi'' Octagon head 7.00 

j H-5974 Curtain rod for 5' or 5 Yi' corner tub 3. 1 5 

{H-5992 6'x8' curtain. White Duck, 1 7 grommets bVi oz $3.00 

lH-5980 Curtain hooks 03 

H-5090 w/ riser pipe, spout, wall support and 4" shower 
head. Curtain and rod are extra. Spout regularly tapped I " 
I. P. Thread, bushed to I. P. No extra charge for special 
thread 

Ditto with Duo-Spray head 

^ Ditto with IVi'' Octagon Head 

(For prices on curtains, rods, and hooks, same as under Sketch 
) No. 2. 

(H-5079 w/ riser pipe, spout, wall support and 4" shower 

] head. Curtain and rod are extra 

{Ditto w/ Duo-Spray head 

^Ditto w/ lYi'' Octagon head - 

-{For prices on curtains, rods and hooks, same as in Sketch No. 2. 

[H-5084-99000 w/ riser pipe, spout, rectangular curtain rod, cur- 
{ tain and ceiling support, and 4^' shower head. Specify dimen- 
1 sions from center of riser pipe to face of back wall. Spout reg- 
I ularly tapped I'M. P. thread, bushed to 1. P. No. extra 

f charge for special threads $ ' 8.00 

^ Ditto w/ Duo-Spray head 18.00 

\ Ditto w/ 2 !/2" Octagon head 1 7.60 

{H-5081, Same as Sketch 1. w/ 24"x48" rectangular rod, cur- 

I tains, etc 18.00 

{Ditto w/ Duo-Spray head 1 8.00 

^ Ditto w/ 2"' Octagon head 17.60 

(H-5082, Same as Sketch 1, w/ 24^'x30" rectangular rod, cur- 

I tains, etc 16.40 

{Ditto, w/ Duo-Spray head 1 6.40 

^ Ditto, w/ IVi'' Octagon head 16.00 

{H-S08 1-99000, same as Sketch I. w/ 24''x42'' rectangular rod, 

I curtains, etc 18.00 

{EHtto, w/ Duo-Spray head 18.00 

] Ditto, w/ lYi'' Octagon head 1 7.60 

-{Specify distance from center of riser pipe to face of back wall. 
fH-5084-99001 with riser pipe, spout, rectangular curtain rod, 
-J 24"x48'' curtains, ceiling support, wall hangers, and 4" 

[ shower head 18.00 

^ Ditto, w/ Duo-Spray head 18.00 

^ Ditto, w/ 21/2" Octagon head 1 7.60 

^ H-5084-99003 Ditto, w/ 24"x30'' rectangular rod curtains, etc. 16.40 

\ Ditto, w/ Duo-Spray head 1 6.40 

^ Ditto, w/ 2!^'' Octagon head 16.00 

^ H-5084-99002 Ditto, w/ 24"x42^' rectangular rod curtains, etc. 18.00 

^ Ditto, w/ Duo-Spray head 18.00 

^ Ditto, w/ lYi" Octagon head 1 7.60 



Cr.P. 



$8.00 
8.00 
7.60 
3.40 

.04 



8.00 
8.00 
7.60 



8.50 
8.50 
8.10 



$19.00 
19.00 
18.60 

19.00 
19.00 
18.60 

17.40 
17.40 
17.00 

19.00 
19.00 
18.60 



19.00 
19.00 
18.60 
17.40 
17.40 
17.00 
19.00 
19.00 
18.60 



DEPENDABLE SINCE 1857 FULLY WARRANTED 
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TRADE MUELLER MARK 



Page 
97 



MUELLER BUILT-IN VALVE 

N. P. Cr. P. 

H.5350'/2" $ L61 $ 1.69 

H-5350 fi" 1.93 2.04 

H.53S1 !/2" '61 1.69 

H.5351 1.93 2.04 

H.5355'/2" 2.17 2.28 

H.5355 ^" 2.61 2.75 

H.5356'/2" 2.17 2.28 

H.5356 ^" 2.61 2.75 

H.5360 Vi" 2.40 2.52 

H.5360 YV 2.88 3.03 

H-5361 Vi" 2.40 2.52 

H.5361 W 2.88 3.03 

H.5365 Vi" 2.53 2.67 

H-5365 ^" 3.04 3.19 

H-5366 1/2" 2.53 2.67 

H.5366 ^" 3.04 3.19 

H-S370 1/2" 3.61 3.80 

H.5370 y^" 4.33 4.55 



MUELLER BUILT-IN VALVE (Cont'd) 

Page N. P. Cr. P. 

H-5371 Vz" 3.61 3.80 

H-5371 y^" 4.33 4.55 

H.5380 k2" 2.85 3.00 

H-5380 f^" 4.67 4.91 

H-5381 Vi" 4.32 4.53 

H-5381 Ya," 6.27 6.45 

SELF-CLEANING SHOWER HEAD 

Page N. P. Cr. P. 

98 H-5400 Head only ..$6.20 $6.67 

H-5401 Head only .. 6.20 6.67 
H-5400 Complete with 

adjustable ball joint 

arm and flange 7.63 8.26 

H-5401 Complete with 

adjustable ball joint 

arm ana Hange 8.60 9.45 

H-5405 83 .92 

H-5408 60 .67 



1.27 



SHOWER HEADS 

List List 

Page N. P. Cr. P. 

9 o^" Vl'' H-5411 IVi'' size DUO Head with adjustable ball 

j oint, less arm and flange $1.59 $1.67 

Yl" H-5414 IVi" size DUO Head tapped Vi" inside thread less 

ball joint, arm and flange 1-20 

14" H-5415 IVi" size DUO Head with combined ball joint, arm 

and flange 2.13 2.24 

Yl'' H-5412 lYl" size Octagon Head (standard pattern) with 

combined ball joint, arm and flange 1.45 1.55 

Yi" H-5412 lYl'' size Octagon Head (standard pattern) with 

combined ball joint, less arm and flange 1 .00 1.14 

Yi' H-5412 lYl" size Octagon Head ONLY tapped Yl'' I- P- in- 
side thread 76 .84 

H-5410 4" size Round Head with combined ball joint, arm 

and flange 1-55 1.65 

H-5410 4" size Round Head with ball joint, less arm and flange 1 .28 1 .38 

H-5413 4" size Round Head ONLY LESS ball joint, arm and 

flange 1-37 1.47 

When furnished with 2-piece Ball Joint, Arm and Flange ADD 

to Ust 43 .50 




ARTCRAFT STAPLE LINE 
SHOWER VALVES and PARTITION VALVES 
(for 2 ' studding) 

Rough W.N.P. N.P. Cr.P. 

]/2^' H-5270 Loose key. Rough Body China trim, exposed 

parts $0.97 $1.03 

H-5272 Tee Handle, Rough Body, less flange ex- 
posed parts $0.60 $0.65 .75 .80 

H.5272 Tee Handle, Rough Body, less flange ex- 
posed parts 70 .75 .85 .90 

!/2" H-S273 Loose key, Rough Body, Metal octagon 

flange, exposed parts 1.03 1 . 1 0 

}/2" H-5274 Loose key. Rough Body, less flange, ex- 
posed parts 70 .74 .90 .97 

H-5274 Loose key, Rough Body, less flange, ex- 
posed parts 80 .84 1.00 1.07 

Vz'' H-5275 China trim w/ union 1.53 1.70 

!/2" H-5278 Octagon Metal trim w/ union exposed parts 1.53 1 . 70 

H-5280 By- Pass china trim, less union exposed parts 1 .45 1.52 

H-5282 By-Pass Octagon metal trim w/ union, ex- 
posed parts 1.63 1.70 

J/2" H-5283 By- Pass Octagon metal trim less union, ex- 
posed parts 1.45 1.52 

H-5284 By-Pass w/ integral stop, octagon metal 

trim, with union, exposed parts 2.50 2.60 

J/^" H-5285 China trim, less union, exposed parts 1.37 1.45 

H-5288 Octagon Metal trim, less union, exposed 

parts 1.37 1.45 

Yz H-5290 Long barrel, china trim, less union, exposed 

parts 1 .52 

j/2" H-5293 Long barrel, metal trim, less union, exposed 

parts 1.72 

Yz" H-5291 Long barrel, loose key, less flange, exposed 

parts 84 .98 1.08 

?4" H-5291 Long barrel, loose key, less flange, exposed 

parts 96 1.10 1.20 

Yz" H-5291 Long barrel, loose key, with flange, exposed 

parts 1.15 1.25 

H-5291 Long barrel, loose key, with flange, exposed 

parts 1.25 1.35 
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TRADE MUELLER MARK 



Page 
100 



Page 
101 



102 



103 



Page 
103 



103 



BATH SPOUTS 

N. P. 

H.5430 (China) ..$2.20 
H-5440 (China) .. 1.13 

H-5450 100 

H-5460 95 

H-5470 1-33 

H-5480 93 

H.5481 1.33 



BATH FAUCETS 

N. P. 

H-SSOO $2.60 

H.5510 2.60 

H-551S 3.20 

H-5520 3.71 

H-5540 3.60 

H-5545 3.60 

H-5550 4.43 

H.5555 5.29 

H.5580 5.30 

H.5585 5.30 

H-5590 6.40 



BATH FAUCETS 

N. P. 

H.559S $6.85 

H-5620 7.20 

H-5630 7.20 

H.5640 2.23 

H-5650 2.55 

H-5660 1 27 

H-5670 I 27 



COMPLETE TRIM FOR 
ROLL RIM TUBS 

Page N. P. 

106 H.5700 $4.03 

H.5710 5.94 



Page 
107 



Cr. P. 



$1.07 
1.00 
1.47 
1.00 
1.47 



Cr. P. 

$2.80 
2.80 
3.58 
4.08 
4.00 
4.00 
4.87 
5.83 
5.80 
5.80 
6.85 



Cr. P. 

$7.10 
7.80 
7.80 
2.48 
2.80 
1.40 
1.40 



Cr. P. 
$4.34 
6.49 



COMBINED DRAIN AND 
OVERFLOWS 

Cr. P. 

H-5800 20 Ga. Rgh. brass w/ 

N. P. exposed parts $1.60 

H-5800 20 Ga. Rgh. brass w/ 

Cr. P. exposed parts 1 .68 



Page 
107 



m en 

*^ s 

o\ o 



J3 O 

OK 



108 



no 



112 



COMBINED DRAIN AND 
OVERFLOWS (Cont'd) 

Cr. P. 

H.S810 20 Ga. R. N. P. w/ 

N. P. exposed parts $ 1 . 72 

H-S810 1 7 Ga. R. N. P. w/ 

N. P. exposed parts 1.84 

H-5810 20 Ga. R. N. P. w/ 

Cr. P. exposed parts 1 .80 

H-5810 1 7 Ga. R. N. P. w/ 

Cr. P. exposed parts 1 .92 

H-5810 20 Ga. Cr. P. all over 3.33 
H-5810 1 7 Ga. Cr. P. all over 3.67 
H-5830 20 Ga. Rgh. brass w/ 

N. P. exposed parts 1.72 

H-5830 20 Ga. Rgh. brass w/ 

Cr. P. exposed parts 1.80 

H-5830 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 1.84 

H-5830 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 1.92 

H-5835 Rgh. brass elbow 65 

H-5840 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 2.67 

H-5840 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 2.81 

H-5842 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 2.67 

H-5842 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 2.81 

H-5846 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 5.07 

H-5846 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 5.33 

H-5848 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 5.07 

H-5848 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 5.33 

H-5850 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 1.68 

H-5850 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 1.76 

H-5860 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 2.93 

H-5860 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 3.36 

H-5865 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 4.35 

H-5865 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 4.43' 

H-5866 1 7 Ga. Rgh. brass w/ 

N. P. exposed parts 4.35 

H-5866 1 7 Ga. Rgh. brass w/ 

Cr. P. exposed parts 4.43 



DEPENDABLE SINCE 1857 FULLY WARRANTED 




LAVATORY SUPPLIES TO WALL 

Per Pair 



Page 
113 



114 



115 



1 16 



H-6125 



H-6195 



N. P. 


Cr. P. 


$ 3.07 


$ 3.40 


3.26 


3.60 


2.37 


2.77 


2.57 


3.01 


2.70 


3.19 


2.91 


3.43 


2.37 


2.77 


2.57 


3.03 


2.71 


3.1 7 


2.91 


3.43 


3.13 


3.45 


3.33 


3.68 


2.51 


2.91 


2.71 


3.15 


2.84 


3.32 


3.04 


3.56 


2.51 


2.91 


2.71 


3.15 


2.84 


3.32 


3.04 


3.56 


3.17 


3.53 


3.37 


3.73 


2.51 


2.93 


2.70 


3.17 


2.83 


3.31 


3.04 


3.59 


2.51 


2.93 


2.71 


3.17 


2.83 


3.31 


3.04 


3.59 


2.58 


2.84 


2.76 


3.05 


2.71 


2.98 


2.89 


3.18 


2.52 


2.77 


2.71 


2.98 


2.64 


2.91 


2.82 


3.11 


2.64 


2.91 


2.82 


3.11 


2.76 


3.05 


2.76 


3.05 


2.58' 


2.84 


2.76 


3.05 


2.71 


2.98 


2.89 


3.18 



LAVATORY CONNECTIONS 

Page W. N. P. 

1 1 7 H-6440 Each $0.08 

H-6450 Each 08 

H.6460 Each 13 

H-6460 K2x'/4". Each 16 

H-6480 Per pair 47 

H-6490 Per pair 53 

H-6500 Per pair 40 

H-6510 Per pair 44 

H-6520 Per pair 39 

H.6550 Each 41 

LAVATORY SUPPLIES TO FLOOR 

Per Pair 

Page N. P. Cr. P. 

118 H-6560 $ 1.33 $ 1.47 

H.6620 1.39 1.60 

H.6740 96 1.20 

BATH SUPPUES AND FITTINGS 

Per Pair 

Page Rough N. P. Cr. P. 

119 H.6760 $ .75 $ .94 $ 1.07 

H.677d 2.21' 2.55 

H.^830 Yi" 75 .83 

H-6830 Yi" 75 .83 

H-6850W. N. P. .59 .69 

SOLDERLESS AND SEAMLESS 
TRAPS 

H.7000 

H-7003 

H-7080 

H.7083 

H.7090 

H-7093 

H.7120 

H-7123 

H.7140 

H.7143 

H.7145 

H-7148 

I20A H.7180 

H.7181 

H-7183 

H-7184 

H.7190 

H-7193 

H-7260 

H.7263 

H-7280 

H-7281 

H.7283 

H-7290 

H.7293 

H-7300 

H.7303 



Page 
120 



N. P. 


Cr. P. 


t 2.36 


$ 2.85 


2.52 


3.07 


2.76 


3.39 


2.92 


3.60 


2.89 


3.52 


3.05 


3.73 


1.91 


2.31 


2,07 


2.52 


2.27 


2.77 


2.43 


2.99 


2.40 


2.91 


2.56 


3.12 


1.63 


1.99 


1.83 


2.19 


1.79 


2.20 


1.99 


2.40 


1.84 


2.27 


2.00 


2.48 


1.88 


2.32 


2.05 


2.53 


1.19 


1.44 


1.39 


1.64 


1.35 


1.65 


1.40 


1.72 


1.56 


1.93 


1.40 


1.72 


1.56 


1.93 
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Page 
I20A 



DOUBLE SUP JOINT TRAPS 

N. P. Cr. P. 

H.7340 $ 1.59 $ 1.84 

H-7360 .85 2.18 

H-7370 1.15 l-f5 

H.7375 1.80 2.13 

H-7380 1.36 .54 

H.7390 1.36 1.54 



SOLDERLESS AND SEAMLESS 
TRAPS 



Page 
120B 



H-7400 
H-7403 
H-7410 
H.7413 
H-7440 
H-7443 
H-7445 
H-7448 
H-7450 
H-7453 
H-7460 
H-7463 



W. N. P. 
,...$1.41 
.... 1.57 
.... 1.47 
.... 1.63 
.... 1.52 
.... 1.68 

96 

.... 1.12 

96 

.... 1.17 

96 

.... 1.17 



Add for 20 Ga. 1!4 

Cover Tube- 
Add for 20 Ga. 1 '/z 
Cover Tube.... 



H.7470 
H-7495 
H-7500 
H-7515 
H-7520 
H-7540 
H.7550 
H-7560 



2.55 
3.22 
2.09 
2.71 
2.19 
2.57 
1.73 
2.07 



M D 
IN. r. 


Cr P 


$1.65 


$ 1 .OO 


1.81 




1.73 




1 .oV 


9 1 7 
L, 1 / 


1.79 


2.03 


1.95 


2.24 


1.20 


1.33 


1.36 


1.55 


1.20 


1.33 


1.44 


1.63 


1.20 


1.33 


1.44 


1.63 


.19 


.21 






.25 


.26 


2.80 


3.20 


3.68 


4.29 


2.35 


2.64 


3.17 


3.68 


2.45 


2.83 


2.87 


3.20 


2.00 


2.32 


2.36 


2.60 



For traps w/Grd. Jt. connections between 
inlet and outlet bends add 10% to regular 
list price. 

For vented traps add 50% to regular list 
price. . 



TRAP PARTS 
(Not Illustrated) 

N. P. 

When sold separately Pat. 
overflow plug only for 
1 14" P trap $0.32 

Bead chain and rubber 
stopper 

Sink Strainer \Vi" tail- 
piece 51 

Ditto 1 !4" tailpiece 48 



Cr. P. 

$0.41 

.13 

.61 
.59 



COMPRESSION nXTURE SUPPLY 
STOPS 



Satin 



Page 
121 





N. P. 


Cr. P. 


Fin 


H-8000 


...$0.59 


$0.64 


$0.53 


H-8000 Vi" . 


... .67 


.73 


.60 


H-8005 


69 


.76 


— 


H.8005 Vi" 


77 


.85 


— 


H-8010 Vf," 


63 


.69 


.57 


H.8010 Vi" 


67 


.73 


.64 


H-8020 Vi," 


59 


.64 


.53 


H-8020 Vi" 


67 


.73 


.60 


H-8025 Vi," 


69 


.76 




H-8025 Vi" 


77 


.85 




H-8030 Vi," 


63 


.69 


.57 


H-8030 Vi" 


67 


.73 


.64 


Keys for Lock Shield Stops add . 1 0 



Page 
122 



N.P. Cr. P. 

H.8040f^" $0.64 $0.67 

H-8040 Vi" 64 .67 

H-8045K" 72 .78 

H-8045 Vi" 72 .78 

H.8050 64 .67 

H.8050 Vi" 64 .67 

H-8060 Vi," 50 .54 

H.8060 Vi" 50 .54 

H-8065 1/2" 60 .64 

H.8070 54 .60 

H-8070 Vi" 54 .60 

Keys for Lock Shield Stops add . 1 0 



Page 
123 



COMPRESSION LINE STOPS 

N. P. Cr. P. 

H-8100 M" $0-54 

H-8100 Vi" 56 .62 

H-8100 Va" 68 .75 

H-8100 1" 1-36 1.50 

H.8100 I'/i" 2.64 2.91 

H-8100 I'/z" 5.01 5.51 

H-8110 49 .54 

H-8110 Vi" 56 .62 

H-8110 Va" 68 .75 

H-8110 1" 1.36 1.50 

H.8110 VA" 2.64 2.91 

H-8110 Wi" 5.01 5.51 
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COMPRESSION UNE STOPS (Cont'd) 

Page Rough 

123 H-8120 Ys" $0.36 

H-8120 Yt" 36 

H-8120 54" 44 

H-8120 1" 97 

H-8120 1 !4" 2.35 

H-8120 Wz" 4.27 

H.8125 M" 42 

H-8125 Vz" 42 

H-8125 53 

H-8125 I" 1.20 

H-8125 1 !4" 2.47 

H-8125 1 Vz" 4.40 

H-8130 36 

H-8130 Vz" 36 

H-8130 Ya" 44 

H-8130 1" 97 

H-8130 1 !4" 2.35 

H-8130 Wz" 4.27 

H-8135 K" 42 

H-8135 Yz" 42 

H-8135 53 

H-8135 1" 1.20 

H-8135 114" 2.47 

H.8135 I Yz" 4.40 

SELF-CLOSING SUPPLY STOPS 

Page N. P. Cr. P. 

124 H-8140 K" $1.76 $1.93 

H.8140 Yi" 1.76 1.93 

H-8140 %" 2.35 2.60 

H-8145 Ya" 1.91 2.09 

H-8145 Yi" 1.91 2.09 

H-8150 1.76 1.93 

H-8150 Yi" 1.76 1.93 

H-8155 %" 1.91 2.09 

H-8155 1/2" 1.91 2.09 

H-8160 Yb" 3.01 3.20 

H-8160 Yi" 3.01 3.20 

COMPRESSION STOPS AND DRAINS 

Page Rough 

125 H-8180 Yi^Yz" $0.41 

H-8180 Ya-^Yz" 49 

H-8180 Y4-^Ya" 49 

H-8185 1/2" 78 

H.8185 Y4" 88 

H-8188 Yz" 88 

H-8188 Y4" 1.06 

H-8190 Yz" 41 

H.8190 Ya" 49 

126 H-8200 Yi" 73 

H-8200 Yi" Discontinued. 

H.8200 Y4" 87 

H-8200 1" 2.05 



ADD FOR SOCKET HEAD 
FOR 3/3" ROD 



Page 
126 



Yi' 



$0.17 



5/8" 

$0.21 



Rough 

Ya" 
$0.31 



H-8205 Yz" $1.10 

H-8205 Ya" 1.20 

H-8205 1" 2.40 

H-8208 Yz" 1.20 

H-8208 Ya" 140 

H-8208 1" 2.75 

H-8210 1 Ya" 5.35 

H-8210 IK2" 8.54 

H-8210 2" 13.81 



SEDIMENT AND LAWN FAUCETS 



Page 
127 



Page 
128 



Rgh. W.N.P. 

H-8260 Yz" $0.31 $0.33 

H-8260 Yz^Ya" 33 .35 

H-8270 Yz" 31 .33 

H-8280 Yl" 48 .51 

H-8280 Ya" 48 .51 

H-8280 \" 1.19 1.25 

H-8290 Yz" 40 .56 

H-8290 Ya" 40 .56 

W.N.P. N.P. 

H.8300 Yz" 51 .67 

H-8300 Ya" 51 .67 

H-8300 1" 1.10 1.40 

H-8305 Yz" 51 .72 

H-8305 Ya" 51 .72 



GROUND KEY STOPS AND 
STOPS AND DRAINS 



r 



Page Yz" Yi" Ya' 

129 H-8310 ..$1.75 $2.45 $3.00 $4.40 
H-8320 .. 1.80 2.50 3.05 4.50 

Above valves take a base discount of 
49-20 per cent, less the usual jobbing 
differential. 



GROUND KEY STOPS AND STOPS 
AND DRAINS (Cont'd) 

Page \%" \Vl" 2" 

129 H-8330 ..$ 7.45 $12.45 $21.50 
H.8340 .. 7.60 12.70 22.00 

Above valves take a base discount 
of 43-20 per cent, less the usual job- 
bing differential. 

Vl" 5/8- ^" 1" 

H.8335..$2.20 $3.00 $3.85 $6.15 
H-8345.. 2.25 3.05 3.90 6.25 

1 1 Vt" 1" 
H-8335 ..$10.05 $16.45 $28.50 
H.8345 10.20 16.70 29.00 

Above valves, sizes I" and under, 
take a base discount of 37-20 per 
cent. Sizes above 1 " take a base dis- 
count of 43-20 per cent, less the 
usual jobbing differential. 

Vz" 5/8" y^" \" 

130 H-8350..$1.75 $2.45 $3.00 $4.40 
H-8360.. 1.80 2.50 3.05 4.50 

Above valves take a base dis- 
count of 54-20 per cent, less the 
usual jobbing differential. 



INTERCHANGEABLE PARTS 



Page 




N. P. 


Or. P. 


131 


H-8420 Vl" 


$0.60 


$0.67 




H-8420 Ya," 


.88 


.97 




H.8421 Vl" .... 


.64 


.71 




H-8421 ^" — 


.92 


1.01 




3/8" 


Vz" Va" 


1" 






Per Hundred 




H.8430..$1.88 


$1.88 $2.47 


$3.13 




H-8440 1.77 


2.84 3.40 


4.37 






N. P. 


Or. P. 




H-8450 


$0.94 


$1.04 




H-8460 


.12 


.13 




H-8470 


.12 


.13 



INTERCHANGEABLE PARTS (Cont'd) 





N. P. 


Cr. P. 


V V OA 0/\ 




$0.27 




.24 


.27 


14. Q eon 


.93 


1.03 


I4-AS20 


.54 


.60 




.40 


.44 


14 Qi;4n 


.40 


.45 




.42 


.47 


H-8544 


.54 


.57 


T Y O ^ 




37 


Y Y o ^ efo 


HQ 


1 1 
• 1 1 






13 


Y Y O ^i*f\ 




60 




1 


.1 7 


H-8580 


. 1 J 


14 


H-o57U DiacK iron 




.13 


Y Y o 


1 1 

• LI 


.29 


Y Y Qtli\t\ 


1 7 


.19 


Y Y 0^/\£ 


1 7 


19 


Y Y QlSi t\ 


20 


.23 


H-8o40 China 




20 


14 


.39 


.43 


H-8642 China 




.24 


H.8642 


.47 


.52 


H.8644 China 




.20 


(1-8645 


.40 


.44 


14.8650 China 




.47 


H-86S1 


.86 


.93 


YY Qt*^t\ 1 / // 


1 % 


.15 


14 ftA7n 


.13 


.15 


H-8680 !/2" 


.13 


.15 


H-8680 54" 


.13 


.15 


H-8710 All sizes. 


.. .09 


.11 


H-8720 y^'' 


.16 


.17 


H.8720 1/2" 


.16 


.17 


H-8720 ^" 


.19 


.20 



PRESSURE REDUCING 
AND 

REGULATING VALVES 
PAGES 134 TO 154 
INCLUSIVE 
PRICES ON 
APPLICATION 
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GROUND KEY LABORATORY STOPS 

Page Rgh. R.N.P. N.P. Cr. P. 

155 H.12000 Va" $0.56 $0.62 $0.87 $0.96 



H-12000 


.60 


.66 


.92 


1.01 


H-12000 


.64 


.70 


.98 


1.08 


H-12005 !4'' 


.56 


.62 


.87 


!96 


H-12005 y^'' 


.60 


.66 


.92 


1.01 


H-12005 Vi'' 


.64 


.70 


.98 


l!08 


H-12010 y^'' 


.71 


.78 


1.09 


1.20 


H-12012 !4" 


.71 


.78 


1.09 


1.20 


H-12015 1^" 


.68 


.75 


1.05 


1.16 


H-12017 y^'' 


.68 


.75 


1.05 


1.16 


156 H-12020 


1.17 


1.23 


1.72 


1.97 


H-12020 Vi'' 


1.23 


1.29 


1.81 


2.08 


H-12025 


.93 


.98 


1.37 


1.58 


H-12025 Vi'' 


.99 


1.04 


1.46 


K68 


H- 12030 5^" 


1.23 


1.29 


1.81 


2^08 


H-12030 Vi'' 


1.28 


1.37 


1.92 


2.20 


H-12035 


.99 


1.04 


1.46 


1.68 


H-12035 Vi'' 


1.04 


1.09 


1.53 


K76 


157 H-12040 


1.20 


1.26 


1.76 


2.03 


H-12040 


1.44 


1.51 


2.1 1 


2^42 


H-12045 


.97 


1.02 


1.43 


K64 


H-12045 


1.20 


1.26 


1.76 


2.01 


H-12050 


1.67 


1.84 


2.58 


2.84 


H-12050 Vi'' 


1.75 


1.93 


2! 72 


2!98 


H-12055 ' 


1.07 


1.18 


1.65 


1.82 


H-12055 1/2'' 


1.12 


1.23 


1.73 


1.91 


H-12060 % ' 


1.67 


1.84 


2.58 


2.84 


H-12060 K2 ' 


1.75 


1.93 


2.71 


2.98 


H-12065 


2.27 


2.50 


3.50 


3.85 


H-12065 1/2 ' 


2.39 


2.63 


3.68 


4.04 


H.12070 % ' 


2.93 


3.22 


4.51 


4.96 


H-12070 K2 " 


3.07 


3.38 


4.75 


5.21 


H-12075 1/2 ' 


3.35 


3.69 


5.17 


5.69 


H-12075 14" 


3.57 


3.92 


5.50 


6.05 



COMPRESSION LABORATORY 
FAUCETS 

N. P. Cr. P. 

158 H-12080 $3.00 $3.30 

H-12085 5.31 5.84 

159 H-12090 2.91 3.34 

H-12092 4.72 5.43 

H-12092 (Not listed) less pan- 
try faucets w/ exposed parts 

N. P $2.65 

H-12092 (Not listed) less pan- 
try faucet w/ exposed parts 

Cr. P 3.05 

H-12094 (Not listed). Same as 
H-12092 except w/ Ground 
Key Stop less pantry faucet 

w/ exposed parts N. P 2.33 

H-12094 (Not listed). Same as 
H-12092 except w/ Ground 
Key Stop less pantry faucet 
w/ exposed parts Cr. P 2.68 



LABORATORY HTTINGS 

Page Rgh. R.N.P. N.P. Cr.P. 



H-12095 $0. 1 9 $0.2 1 


$0.29 $0.32 


H-12100 Machine Fin. 






(Large) 






— 


2.27 


H-12100 Machine Fin. 






(Medium 


) — 





— 


1.97 


H-12110 .. 


.28 


.31 


.43 


.47 


H-12115 










Vl" inlet 


.43 


.47 


.66 


.72 


H-12115 










y^" inlet 


.47 


.52 


.73 


.80 


H-12120 










Vl" inlet 


.51 


.56 


.77 


.85 


H-12120 










Va," inlet 


.61 


.67 


.94 


1.03 


H-12125 .. 


.37 


.41 


.57 


.63 


H-12130 








.53 


KxM" - 


.31 


.34 


.48 


H-12130 












.31 


.34 


.48 


.53 


H-12135 












.16 


.18 


.25 


.28 


H-12140 










Va," inlet 


.20 


.22 


.31 


.34 


H-12140 










y^," inlet 


.21 


.23 


.32 


.36 


H-12140 










Vz" inlet 


.24 


.26 


.36 


.40 



BRASS LABORATORY 
NIPPLES 

Rgh. R.N.P. N.P. Cr.P. 

161 H.12145 

!4" inlet $0. 1 6 $0. 1 8 $0.25 $0.28 
H.12145 



inlet 


.20 


.22 


.31 


.34 


H-12145 










Vz" inlet 


.36 


.40 


.56 


.62 


H-12150 










!4" inlet 


.27 


.30 


.45 


.50 


H-12150 










inlet 


.28 


.32 


.48 


.53 


H-12150 










Vz" inlet 


.30 


.34 


.50 


.55 



FLUSH VALVES 
*H-276 Flush valve complete, each $ 1 .40 

NEVER-LOSE HOSE WASHER 

Never-Lose hose washer, per carton $0.20 

Packed I 0 washers to a carton. 

*Not illustrated. 
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